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Preface 



TIIK Hnililii^L^ iDtliij^trVj in Us various brantbes, h more 
closely idcutifietl than auy other with the iiiarveloua 
c'li^'iiieeriug progress of llie present day and the untold 
possibilities of tlie future. To put all elapses of workers in 
fiiriiifiHr touch with modern metJiods of constmction and the 
latest advttnces in tliisi grunt iield, and to hring to them in a 
foriJi eai^ily avriiluble for praetltal use the l)est fruits of the 
lilgliest technical training and achievement, is the service 
which the Cyclopedia of Construction aims to render. 

The work h pre-eminently a product of praetienl exj>eri- 
ence, designed for praetieal workers. It is based on the idea 
that even in the larger prohiems of en*ri»eering construction, 
it i^ not now necessary for the ordinary worker in conerete, 
or steel, or any otiier form of material, to attempt the 
impracticable task of exploring all the highways and byways 
^*herr the trained engineer or technical expert fimh himself 
at home. The tlieories liave ht?en worked out; the tests and 
calculations have been made; observations have been recorded 
in rhousauds of In^tjmtes of actual eonstruction ; nn<l the 
re-ults thus aeeurnuhited form a vast treasjure of labor-saving 
information which is now available in the shape of practical 
working rules* taldes, instructions, cU"*, covering every phase 
of every constroctioa problem likely to be met with in 
ordinary exfR^rienee. This is perhaps moBt apparciit in the 
sections on Cenwnt find Conrrvle Condrnvtirju, Plain and 
Reinforced. To this subjcetj on account of its supreme imjior- 
tance as a structural factor of the present day, three entire 
volumes are devoted, embodying the cream tjf all the valuable 
information which engineers have gathered up to date. Much 
of this pravtital information now presented in this Cyclopedia, 
bfls nevi^r hrforc ku^u jndjlished in any form. By its use. 
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Mechanical Drafting 



INTRODUOTION 

1. Mechanical drafting or drawing is the 
process of representing on paper, by means of 
one or more figures, the shape and size of an 
object, and the relation of its different parts 
one to another. It is the medium of communica- 
tion between the designer or architect and the 
mechanic or builder, and, as such, has very great 
practical value. The engineer plans a bridge, 
the architect a building; their ideas are repre- 
sented on paper by suitable mechanical draw- 
ings of the structures; and these drawings are 
turned over to the contractor or builder to show 
the shape, dimensions, and details required. 

A knowledge of mechanical drafting Is indis- 
pensable to the engineer, the architect, the 
contraetorj the inventor, the carpenter, the 
machinist, and, in shoii, to everyone whose work 
lies along these or similar lines. 

Mechanical drafting, as the name implies, is 
done chiefly by the use of instruments. Free- 
hand drawing, however, is frequently used in 
eormection with mechanical, especially in pre- 
liminary Bketehing and in ornamental work. 
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THE DRAFTSMAN'S OUTFIT 

2. For a beginner to do good work, reliable 
tools are necessary. It is worth while to pay a 
little more money at the outset in order to have 
an equipment which will give satisfactory 
service. Perhaps nothing is more disheartening 
to a beginner than to have his best efforts meet 
with little success, on account of poor instru- 
ments. For mechanical drafting, the articles in 
most common use constituting the draftsman's 
outfit are the following: 

Set of instroments. 

Drawing board. 

Thumb-tacks. 

T-square. 

Triangles. 

Irregular curves. 

Scales. 

Pricker. 

Erasers. 

Pencils. 

Ink. 

Paper and tracing doth. 

Sandpaper or fine file. 

Small oil-stone. 

Besides these, there are many others which 
are used at times, especially by the professional 
draftsman — such as the protractor, erasing 
shield, burnisher, proportional dividers, section 
liner, beam compasses, steel straight-edge, 
pantograph, brushes, etc. 

3. The set of drawing instruments is the item 
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of greatest cost, and should be selected very 
carefully. A good set purchased from some 
reliable house, will, with proper care, do good 
service for years. These sets are sold in various 
ways — some being put up in a leather case with 
a stiff cover; others, adapted especially for car- 
rying in the pocket, being in a case with a limp 
cover and folding flaps. The various pieces may 
also be bought separately, if desired. 

4. Figs. 1 and 2 show a set of instruments in 
two kinds of cases. Pig. 2 being the folding 
pocket style. In Figs. 3 to 10 the different 
instruments are shown separately. 

5. Fig. 3 is the compass. One leg carries 
lead, the other a needle-point. Each leg is 
jointed, and the lower half of one leg is detach- 
able at the joint. This is to provide for inserting 
the compass pen or the lengthening bar. 

6. The lengthening bar, Fig. 4, is to enable 
the draftsman to draw pencil or ink circles 
larger than can be drawn with the ordinary 
compass. When the pencil leg is detached from 
the compass, the lengthener is inserted in its 
place, and the pencil leg or the compass pen 
fastened in its end. 

7. The compass pen, Fig. 5, is for inking 
circles or circular arcs, and is inserted in the 
compass in place of the pencil leg. 

8. The hair-spring dividers are shown in 
Fig. 6; and the small dividers or bow spacers in 
Fig. 7. 

9. The bow pencil or small compass and the 
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bow pen are shown in Figs. 8 and 9 respectively, 

10. The ruling pen, Fig. 10, is specially de- 
signed for ruling straight lines, the ordinary 
writing pen being wholly unsuitable. 

11. The beam compass is shown in Fig. 11. 
This instinmient is for accurately laying off dis- 




rtg, il« Beam Compasses, 

tances, and for drawing circles which are beyond 
the capacity of the ordinary dividers or com- 
passes. It consists essentially of the beam (not 
shown in the drawing), a thin straight bar of 
hardwood, and two pieces which slide along the 
bar and wMch may be clamped to it at any de- 
sired distance apart. These sliding attachments 
Bxe called channels, and caiTy one the needle- 
point, and the other the pencil or pen as 
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desired. As shown at the right, there is a 
micrometer screw for obtaining great precision 
in setting the compass for any given distance or 
radius. 




Fig. 12. Protractor. 



12. The protractor is shown in Fig. 12. This 
instnunent, while not in such constant use as 
some of the others, is nevertheless necessary at 




Fig. 12a. Semicircnlar German Silver Protractor, with Horn 
Center and Movable Arm. 

times. It is made of various substances, such 
as metal, celluloid, cardboard, etc., and is used 
for laying out angles which cannot be obtained 
with the triangles and which cannot be easily 
constructed geometrically. The graduations 
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represent degrees or subdivisions; and the 
center of the graduated circle is marked by a 
scratch or small notch on the line through the 
two zero points. A line drawn from the center 
of the circle through any point of division — ^as, 
for example, through 70— will make an angle of 
70 degrees with the zero line of the protractor. 
Other angles may be drawn in a similar way. 
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Fig. IS. Drawing Board and T-Sqnare. 

13. The drawing board, shown in Fig. 13, is 
used to supply a smooth, even surface on which 
to fasten the drawing paper. It should be made 
of straight-grained, well-seasoned soft wood; 
and the cleats at the ends of the board should 
have straight edges. Some cheap drawing 
boards have a strip of brass or steel screwed on 
at one end; these, however, are likely to warp, 
and are not to be recommended. The board 
should not be allowed to remain in the sun or 
near heating apparatus. 

14. Thumb-tacks are short tacks with large 
flat or almost flat heads, especially used for 
fastening the paper to the drawing board. They 
may be pressed into the soft wood of the board 
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with the thumb. Unless the paper is of com- 
paratively large size, fom* tacks— one through 
each comer — will be sufficient to keep the paper 
in place. Small-sized copper tacks may be used 
if preferred, as the heads of these offer less ob- 
struction to the motion of the triangles and 
other implements. 

15. The T-square, shown with the drawing 
board in Fig. 13, consists of a blade and a head. 





Fig, li. Tlrianglos. 

The blade may be permanently fastened to the 
head, or the head may be provided with a clamp 
so as to be adjustable. 

For a right-handed draftsman using the T- 
square against the left-hand side of the board, 
the upper edge of the blade is the working edge, 
as shown in Fig. 13. A good T-square should 
have a perfectly straight working edge, a 
straight working edge also for the head, and no 
motion between head and blade. The most 
accurate T-squares are made of steel, but very 
satisfactory ones are made of wood — some with 
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plain edges, and others with edges of ebony or 
celluloid. 

T-squares are made in various sizes, and 
numbered according to the length of the blade in 
inches. When not in use, the T-squares should 





Fig. 16. Irregular or Frendi Ourres. 

be hung up, using the hole in the end of the 
blade and should be kept out of the sunlight, 
and away from radiators or steam pipes. 

16. Of the triangles, shown in Fig. 14, 
probably the best for all-round work are those 
made of celluloid, as these are fairly accurate, 
light, and more or less transparent. It is per- 
haps hardly necessary to state that celluloid is 
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highly combustible, and must therefore be kept 
away from fii'e. 

Triangles ai*e made in different sizes, and 
numbered according to the lengths of the edges. 
A 10-inch 45-degree triangle is one with each of 
the perpendicular edges 10 inches long; a 12-inch 
30-degree 60-degree triangle has the long per- 
pendicular edge 12 inches long; and so on for 
other sizes. 

For general work, one should have at least 
four triangles — one large and one small 45- 
degree, 10 or 12 inches, and 5 or 6 inches, re- 
spectively; and two 30-degi'ee 60-degi*ee 
triangles — one large and one small. To prevent 
warping, triangles, when not in use, should be 
hung up out of the sun's rays. 

17. Irregular or French curves of various 
shapes are shown in Mg. 15, and are used for 
drawing-in smoothly curved lines which are not 
arcs of circles. 

18. Scales. First of all, scales are not used 
for ruling lines. All straight lines should be 
drawn either with the T-square or with a 
triangle. Scales are made in different shapes 
and lengths, the most common, perhaps, being 
the 12-inch length triangular or the flat with 
beveled edges. 

Scales are also distinguished as Architect's 
and Engineer's scales. On the latter, it will be 
sufficient to say that the inch is divided into 
tenths or multiples of ten, and is used chiefly in 
scientific, machine, and engineering work. 
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The Architect's scale is shown in Kg- 16. 
By reference to the figure, it will be seen that 
the scale is triangular, and therefore has six 
faces for division. On one side of one face the 
scale is marked off into inches and divided in 
the usual way. On the other faces are ten dif- 
ferent scales, marked at the ends ^/i, ^, %, etc. 
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Tig. 1 S, Ardiite ct ' a Scale, 



These numbers mean that the scale so marked 
is the scale 1/4 inch to the foot, i/^ inch to the 
foot, and so on. 

Let the scale of ^2 iueh^l foot be taken as an 
example* By actually examining a scale, the 
draftsman will see that the space at the end 
marked 14, which is actually one-half an inch 
in length, is divided into twelve equal parts, so 
that if one-half inch be taken to represent one 
foot, then each smallest space will stand for one 
inch. The other spaces at the right of the 
divided one are half-inches, and so will each 
represent one foot. 

The use of the scale in making actual draw- 
ings will he explained later. 

19. The pricker is a fine needle-point fast- 
ened in a convenient handle, and is used for 
accurately noting the position of a given point* 

20. Erasers are frequently needed by the 
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draftsman for making changes or correcting 
errors in the drawing. They are of two kinds — 
for pencil and for ink. For erasing ink lines, 
a sand-rubber eraser or a steel eraser may be 
used. The steel eraser is a special knife sharp- 
ened to a keen edge. With this knife, most of 
the ink may be removed, then the remainder 
rubbed off with the sand or pencil rubber. 

21. Pencils. Special pencils are required for 
drawing, the ordinary kind being as a general 
thing entirely unsuitable. Drawing pencils are 
marked at one end with a number or with one or 
more letters, to show the degree of hardness. 
The hardness of the lead varies from 7 or 8H, 
very hard, to one or more B's, very soft. 

22. Drawing ink is made in two forms — ^the 
liquid, ready for use; and the dry, in stick 
form. If the latter is used, it is prepared by 
grinding with a little water in a stone saucer 
until the water containing the dissolving ink is 
perfectly black and of the desired thickness. 
The bottled inks are made in black and in colors. 
Some of these inks are made waterproof, not 
being affected by moisture. For general work, 
the bottled ink is reconunended for satisfactory 
results and economy of time. 

23. Paper. The kind of paper varies with 
the sort of work to be done. Drawings from 
which blue-prints are to be taken are commonly 
made on a cheap brown detail or duplex paper, 
or on thin, tough white bond. For nicely fin- 
ished drawings, cold-pressed and hot-pressed 
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papers are excellent, tlie latter being especially 
adapted for ink work. 

Another paper which is very satisfactory for 
ink drawing is the nonnalj which has a hard, 
smooth surface. Por the highest grade of inked 
drawings, as for the Patent Office, for book 
work, etc, bristol board is preferred* This is a 
cardboard made of two or more layers; has a 
very hard, smooth surface; and gives very 
sharply defined and clean-cut lines. 

24 Tracing cloth is used when drawings are 
to be reproduced in blue-prints for shop or field 
use. One side of the tracing cloth has a dull 
finish^ the other side being shiny. Ink may be 
used on either side of the cloth. Erasers may be 
used as on drawing paper, except that the ink 
eraser or sand rubber should be used very care- 
fully so as not to wear a hole through the cloth* 
Water ruins the surface for drawing. 

Testing of Instruments 

25. Testing the T-Square. Place on the 
boai'd a sheet of drawing paper at least as long 
as the blade of the T-squai-e, and, with a sharp, 
hard pencU, di^aw a line across the paper close 
against the upper or working side of the blade, 
Kg, 17* Then, without changing the position of 
the T-square turn the paper end for end; place 
the line to coincide as nearly as possible with the 
same edge of the T-square; and di'aw a line 
again. If the second line falls exactly upon the 
first, the edge of the T-square is straight; but if 
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the lines do not exactly coincide, the edge is not 
true, and should be made so with a plane or 
sandpaper. 

If the edge of the T-square has been found 
straight, the working edge of the drawing board 
(the edge against which the head of the T-square 
slides), may be tested by applying to it the 
tested edge of the T-square. 

26. Testing the Triangles. A common fault 
with triangles, especially the larger ones, is a 
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Fig. 17. Testizig the T-Sanare. Fig. 18. Testing the Triangle. 

lack of accuracy in the right angle; that is, one 
side is not exactly square or at right angles with 
the other side. 

To test for squareness of the right angle 
(see Mg. 18), place one side of the triangle 
against the tested edge of the T-square as shown 
at A, and, with a very sharp, hard pencil, draw 
a line against the vertical edge of the triangle. 
Next turn the triangle over, face-down, in the 
position shown at B, and draw against the ver- 
tical edge a second line to coincide if possible 
with the first one. If the two exactly coincide, 
the right angle is true. Both the 60-degree 30- 
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degree and the 45-degree triangles should be 
tested in this way. 

To test the 45-degree angles, if the 90-degree 
angle is found to be true, draw a 45-degi'ee line 
with one of the short sides against the T-square ; 
then turn the triangle over, and place the other 
short side against the T-square. If, in this posi- 
tion, a second 45'degree line can be drawn 
exactly coinciding with the first, the angle is 
exactly 45 degrees. 

The 60-degree and 30-degree angles can be 
tested after the right angle has been found cor- 
rect, by first drawing a T-square line on the 
paper, then drawing with the triangle against 
the T-square two 60-degi*ee lines so as to form 
a triangle having the T-square line as a base. 
Next test with the dividers the relative lengths 
of the three sides. If they are exactly equal, 
the 60-degree and 30-degree angles are both 
coiTect. 



HOW TO USE THE INSTEUMENTS 

27. Drawing Board, T-Square, and Triangles. 
Tack a sheet of drawing paper on the board by 
a thumb-tack at each comer, and let the T- 
square rest on the paper, with the head against 
the left edge of the drawing board. If the 
draftsman is left-handed, he should use the T- 
square against the right edge of the board. If 
now a line be drawn on the paper against the 
blade of the T-square (Fig. 19), then the T- 
square slid along the edge of the board, and 
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other lines drawn in the same way, these lines 
will be parallel to one another. 

In making drawings, the drawing board 
should either lie flat on the table or desk, or be 
raised slightly at the back, giving a forward 
inclination. 

The pencil should always be drawn, not 
pushed. 

Only the upper or working edge of the T- 
square is used in drawing. 
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Fig. 19. Drawing Parallel 
Lines with T-Sqnare. 



Fig. 20. Drawing Angles of 
15 and 75 Degrees. 



28. For drawing vertical or inclined lines, 
the triangles are used. When one of the shorter 
sides of a triangle is placed against the edge of 
the T-square, a vertical line may be drawn 
against one of the other sides, and a slanting 
line against the third side. This slanting line 
will be at 45 degrees for the 45-degree triangle, 
and at 30 or 60 degrees for the other triangle 
according to the side of the triangle which is 
placed against the T-square. 

Lines making with the edge of the T-square 
angles of 15 degrees or 75 degrees, may be 



MECHANICAL DRAFTING 



17 



drawn by eombining the 45-degree and the 30- 

degree 60-degree triangles, as shown in Fig, 20, 

Inclined lines which are not at an even angle, 

may be drawn parallel to any desired direction 

as follows: 




Tig. 21. Bt&mng Parallel Iilnes in Any Desired Dlrftction. 

In Fig. 21, AB is an inclined line, and other 
lines are to be di-awn parallel to AB and above 
it Place one triangle, as 0, with one edge coin- 
ciding with line AB; and place another triangle, 
as D, against another edge of ,0 as shown. Now, 
if triangle slides along triangle B into the 
dotted positions, lines drawn against the upper 
edge of C will be parallel to AB; thus EF and 
OH are parallel to AB. 

29. To Draw Lines Perpendicular to a Given 
Inclined Line. In Fig, 22^ AB is the given in- 
clined line. Place a triangle, as C, with its long- 
est edge coinciding with the line AB; and place 
another triangle, as D, in contact with the lower 
left-hand edge, as shown. Next revolve the tri- 
angle around, as shown by the arrows, into the 
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position EFG; then the long edge in the posi- 
tion EF is perpendicular to the line AB. Other 
lines perpendicular to AB may be drawn 
by holding triangle D fast, keeping EG against 
the edge of D, and sliding triangle EFG along 
the edge, when lines drawn against the different 
positions of EP will all be perpendicular to AB. 




Fig. 22. Drawing Lines Perpendicular to a Given Inclined Line. 

30. In connection with the T-square, it will 
be well for the beginner to remember the fol- 
lowing Don'ts: 

Don't change T-squares while making a 
drawing. If this must unavoidably be done at 
any time, see first if lines can be drawn with 
the second T-square which shall exactly coincide 
with the first. If not, unless the square has an 
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adjustable head, the paper must be taken off 
the board, and then readjusted to agree with 
the second T-square. 

Don't use the T-square for a thumb-tack 
hammer. 

Don't xme the workmg edge of the T-square 
as a straight-edge for trimmmg dimwings. 

31. In laying out the border line for a draw- 
ing, if the trimmed sheet is to be only a little 
smaUer than the si^e of the paper, the center 
should first be foimd by means of the diagonals, 
and the border line laid fiom the center. If, 
however, there is ample paper, the border line 
may be drawn at once without finding the 
center. 

32. Pencils. For line drawing, the pencils 
should be sharpened to a chisel edge, with cor- 
ners rounded- It is an excellent idea to have 
the pencil most used sharpened at both ends, 
one with a chisel edge, and the other with a fine 
conical point. The latter point is used for 
making lettei-s, numbers, marking points, etc. 
The compass lead may be sharpened to a chisel 
edge or conical point, although here the chisel 
edge is more satisfactory, 

33. The Architect's Scale, Often, in actual 
practice, it becomes necessary to make a draw- 
ing either larger or smaller than the actual 
object. This is called drawing to scale. If, for 
example, the drawing is to be made one twenty- 
fourth actual size, then each dimension will be 
one twenty-fom-th of the real size* To avoid 
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the necessity of dividing each dimension by 24 
when making the drawing, the one twenty- 
fourth size scale is used. For one twenty-fourth 
size, one foot would be drawn as one-half inch; 
and one inch as one-twelfth of one-half inch, or 
one twenty-f oiuiii inch. A scale of one twenty- 
fourth size is therefore spoken of as a scale of 
one-half inch to the foot, or, using the signs, 

y^' = 1'. 

In Fig. 23 is shown one end of an Architect's 
triangular scale, in which the upper edge is 
divided to the scale of i^'' = r. This would 
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Fig. 23. Portion of Architect's Triangular Scale. 

be used in making a drawing on the scale of 
l^" = 1\ The smallest spaces represent inches, 
and the longer undivided space between and 1 
represents one foot. No mental calculation, 
then, is necessary with this scale, as the required 
dimensions are laid off directly. For example, 
a length of 1 foot 7 inches would be laid off as 
shown in the figure. 

The begroner should become familiar with 
the use of the scale, by actually laying off vari- 
ous dimensions in feet and inches, using the 
different scales in turn. 

^. The Compass. Before using the com- 
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pass (Fig. 3), see that the lead and the needle- 
point project the same distance. In drawing 
circles, the compass should be held with the 
thumb and first two fingers at the extreme top, 
with the needle-point pressed on the paper only 
enough to hold it in place. When drawing large 
circles, the legs shoidd be bent at the joints so 
that the lower part of each leg is vertical or 
nearly so. 

35. The Lengthening Bar. The compass 
just described may be used for circles up to 6 
or 7 inches radius; but above this distance, the 
lengthening bar (Fig. 4) should be used, which 
win enable one readily to draw circles up to 9 
inches radius. 

For larger circles, the beam compass (Fig. 
11) should be used. 

To attach the lengthening bai', loosen the 
screw which fastens the pencil leg, remove the 
leg, insert the lengthener, put the pencil leg in 
the other end of the lengthening bar, and tighten 
up both screws, 

36- The Hair-Spring Dividers. The hair- 
spring dividers (Fig. 6) are used for laying off 
or transferring exact distances. This some- 
times takes the form of dividing a given Une, 
straight or curved, into a certain number of 
equal spaces, and it is in this kind of work that 
the hair-spring in the leg is especially useful 
The screw in the leg is for fine adjustment, for, 
with any setting of the dividers, a slight turn 
of the screw changes the distance between the 
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needle-points by a very small amount. Setting 
up the screw increases the space, while turning 
the screw out lessens the distance between the 
points. 

37. The small dividers or bow spacers (Pig. 
7), are very useful for short distances where 
the large dividers would be awkward to handle. 

38. The bow pencil or small compass (Mg. 
8) is very convenient for circles or arcs of 1 inch 
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or less in radius. If a number of small circles 
of the same size are to be drawn, the setting is 
much less likely to be accidentally changed than 
With the large compass. 

39. The bow pen (Fig. 9) is indispensable 
where very small circles are to be inked, and is 
preferable for circles up to 1 inch or 1% inches 
I'adius. 

40. The Irregular or French Curves. Sup- 
pose that the points 0, 1, 2, etc., to 10, Pig. 24, 
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are to be coimected with a smooth cxirve. First 
sketch a freeharid curve through the points. 
Next take one of the irregular curves, and find 
a pai^t of the edge which will coincide with the 
sketched curve for as long a distance as possible. 
Beginning at point 0, suppose that the edge can 
be fitted nearly to the point 5, as shown in the 
dotted position A. The curve may then be 
drawn against the edge in this position as far 
as the lengths are exactly coincident. The curve 
is then shifted to another position, as B, so that 
a fxu'ther portion 5, 6, 7, of the sketched curve 
coincides with a part of the irregular curve, 
and also so that the curve in position B runs 
back and coincides with a part of what is 
already lined icu 

Special attention should be paid to this latter 
statement, for, to insure a smooth, continuous 
curvci it is essential that when each new portion 
of the curve is drawn, the curved edge must 
also coincide with a part of what is already 
drawn. The remainder of the curve through 
points 7, 8, 9, and 10, may be drawn in a similar 
manner, either by the further use of the same 
irregular curve or by the aid of a dififerent one. 

41. Inking. In practical work, di'awings 
very often have to be made in ink. This may 
be done in two ways. The pencil drawing may 
be lined in with ink, as in drawings for the 
Patent Office or for book work; or an ink draw- 
ing may be made on tracing cloth tacked on the 
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board over the pencil drawing. In either case, 
certain general rules apply. 

42. To ink with the ruling peUi place a small 
quantity of ink between the points or nibs of 
the pen, using either a quill or a common writing 
pen. Care should be taken that no ink remains 
on the outside of the ruling pen, otherwise a 
blot is' likely to result. In inking straight lines, 
the thumb-screw for regulating the width of 
line is always held away from the straight edge 
which guides the pen. Both nibs should rest 
equally on the paper, and the pen should be 
inclined slightly in the direction of its motion. 
The pen should always be drawn along, never 
pushed. In other words, the pen should always 
follow the hand. 

For right-handed draftsmen, all horizontal 
lines are ruled from left to right; vertical lines 
which are drawn against the left side of the 
triangle are drawn up, and vertical lines ruled 
against the right side of the triangle are drawn 
down. The point of the pen must never quite 
touch the guiding straight edge, and this will 
not happen if the pen is not inclined either 
toward or away from the draftsman. The pen 
should be pressed against the straight-edge with 
only enough force to keep it in place; and no 
great pressure should be made on the paper. 

The pen is to be held by the thumb and the 
first two fingers, and grasped somewhere be- 
tween the thumb-screw and the end of the 
handle, according to the convenience of the 
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draftsman. To insure a line of even width 
throughout, the pen must have no motion except 
along the paper in the direction of the line being 
drawn. 

An exception to this latter statement must 
be made for inking lines with the irregular 
curve; for then, besides holding the pen nearly 
vertical, it must be turned slightly in the fingers 
when passing around a sharp curve, so that the 
points may remain in the same position relative 
to the curved edge, and the inked line thereby 
retain the same width* 

When inking fine lines, care must be taken 
to clean the pen frequently, as, with a fine Une, 
there is a tendency for the ink to cake on the 
end of the pen. It is very convenient when 
inking, to have at hand a small glass of water, 
into which the pen may be dipped when it is 
to be cleaned. 

There ai^e three features of a good ink draw- 
ing — first, ink lines which exactly cover the 
original pencil lines; second, lines similar in 
character showing imiformity in width; and 
third, lines smooth and elean-eut in appearance, 
instead of broken and iuzzy. 

43. To ink with the compass, it is necessary, 
for the best results, to have the legs of the 
instrument bent so that each is perpendicular 
to the paper. When it becomes necessary to 
use the lengthening bar, one hand should grasp 
it lightly neai' the end so as to steady the pen 
as the circle is drawn. 
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44. To Sharpen the Fen. TJnleBS the pens 
are in good condition, satisfactory work is diffi- 
cult or impossible to obtain. Every draftsman 
should be able to keep his pens in good condi- 
tion, and with care and practice he will be able 
to do this- After considerable use, the propeop 
elliptical shape of the pen points will wear off, 
and the pen will no longer work well. The 
draftsman should then take the oil-stone, and, 
after screwing the points of the pen close 
together, draw it with a rocking motion to and 
fro on the stone, keeping the pen in a plane 
perpendicular to the face of the stone* This 
process — which, of course, still further duUs the 
pen — is to restore the points to the original 
shape. After the proper elliptical shape has 
been produced, the pen should then be held at 
only a slight inclination with the surface of the 
stone, and then rubbed, first on one side and 
then on the other, nntil the x>oints are sxiffi- 
ciently sharp. Through all the process, the 
points should be kept screwed tightly together. 
No grinding is to be done on the inside of 
the pen, 

PENCILING AND INKING 

Exercjies for Practice in Using the T-Squar^, 
Triangles, and Scales 

PLATE 2 

45. Plate 2 is to be laid out 10 inches by 14 
inches, outside dimensions, with a border line 
9 inches by 13 inches. 
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The paper used should be a good drawing 
paper, preferably a high-grade hot- or cold- 
pressed paper. The 6H pencil, sharpened with 
a chisel edge, should be used for drawing the 
lines; and a 5H or 6H with round point, for 
marking divisions from the scale. There are 
to be six figures, as shown. 

Figs. A and B are squares, each 3 inches on 
a side, and located on the paper as shown in 
the plate. 

Fig. A is for practice with the T-square and 
triangles on horizontal and vertical lines. In 
this figure, the left-hand and upper sides of the 
square are divided into %-inch equal spaces. 
This is done by placing the scale on the line 
to be divided, taking a sharp, round-pointed 
pencil, and marking off the desired number of 
spaces without moving the scale. 

The lines are then drawn through the points 
of division — one set against the edge of the 
T-square, and the vertical lines against the edge 
of a triangle placed against the working edge 
of the T-square. 

Fig. B is for practice with the 45-degree tri- 
angle in two directions. The left-hand and 
lower sides of the square are divided into %-inch 
equal spaces, using the scale as in Fig. A. From 
these points of division, lines are drawn with 
the 45-degree triangle, upward and toward the 
right. After these lines are drawn, another set 
of lines are drawn from the points on the left- 
hand side, and also from the points where the 
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first set of lines cut the upper side of the square. 
If the work is accurately done, it will be found 
that the two sets of 45-degree lines cut each 
other at the bottom and right-hand sides exactly 
on the edges of the square. 

In Fig, C, the 30-degree-60-degree triaugle 
is the one used* The figure is not an exact 
square, being a little greater in width than 
height; so draw first the left-hand side, making 
it 3 inches long; then draw the top and bottom 
edges a little more than 3 inches, say 3yg inches. 
The left-hand side of the figure is then divided 
with the scale into 14*^^^^^ spaces; and from 
these points, 30-degree lines are drawn, slanting 
upward and toward the right • Counting down 
from the top, take the point where the seventh 
30-degree line cuts the upper edge; and from 
this ix)int, draw a vertical line downward to 
form the right-hand side of the figure. Next, 
turn the triangle in the other direction; and 
from the points along the top edge, and also 
from the points on the left side, draw 30-degree 
lines, slanting dow^iward and toward the right. 
From the points where these lines cut the bot- 
tom edge, the rest of the lines of the first set 
may be drawn. Accurate work will be mani- 
fested by a series of intersections falling exactly 
on the right-hand edge of the figure* 

The purpose of Fig, D is to illustrate the 
use of the 30-degree-60-degree triangle, and inci- 
dentally to show the construction of the sym- 
metrical six-sided figure called the hexagon. 
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First draw with the T-squaxe the base line 
1% inch^ long, % inch above the lower border, 
and place the left-hand end V^ inches from the 
left border line. Next draw from the ends of 
this line 60-degree lines as shown, and measure 
very carefully on each the same length as the 
base, 1% inches. Then, from these last-found 
points, draw two other 60-degree lines upward, 
and mark off again the same length. These two 
points should lie at the same distance above 
the base line, and may be joined by drawing a 
line with the T-square, thus forming the top of 
the figure. 

Next draw the diagonal lines of the hexagon, 
connecting the opposite comers. Now divide 
one of these diagonals, as g-h, into six equal 
spaces, using the scale. (This diagonal should 
measure exactly twice the length of one of the 
sides — ^that is, 3% inches.) 

Drawing from these points of division hori- 
zontal lines and 60-degree lines to the next 
diagonals, and connecting the ends, there will 
be constructed two other hexagons like the first, 
but smaller. 

Thus far, if the work is accurate, all of the 
lines are either T-square lines or 60-degree lines, 
Now, with the scale, find the middle point of 
each side of the outside hexagon, and connect 
these points. The lines joining these points 
should be either 30-degree lines or verticals. 
Do the same thing for the two inner hexagons, 
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testing in the same way the inclined lines to 
see if they are at 30 degrees. 

Pig, £ is for an exercise in drawing parallels 
and perpendiculai's by means of the triangles, 
without the aid of the T-square, 

First fix the position of the point X, 4% 
inches from the left border line, and 2^ inches 
above the lower border; and locate point z on 
the same T-square line as the base of Fig. D, 
and 1 inch to the right of X; and join K and z* 
Starting at point z, mark off on line zx, without 
moving the scale, the following distances in 

order: ^ inch, i/i ^^^^ % ^^^y % ^^^f % ^^^y 
and y2 inch. Then draw as a base line a 
T-square line through z, and set off in the same 
way the distances Y^ inch, ^^ inch, 14 inch, 
^ inch^ Y> inchj 14 ^^K % "^c^* V^ ^^h and 
y^ inch; and thi'ough this last points draw a line 
paraUel to zx, as shovtTi in Fig. 21. This line 
win be the right-hand boundary of the figure; 
and a line di'awn through x at right angles to 
line xz, by the method of Fig, 22, will be the 
upper boundary of the figure. Now, by sUding 
one triangle along another, draw lines parallel 
to the upper boundary of the figure from the 
points on line xz, and also from the points on 
the base line. Draw also parallel to xz another 
set of lines from the points on the base line. 

For Fig. P, locate the point c as shown, and 
make the base line cd 1% inches long, making 
the short dashes each about Yg inch long. Then, 
from c and d, draw 45-degree lines upward, and 
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make each one the same length, 1% inches, 
di'awing them full Imes. Next draw the dotted 
verticals; then the second pair of 45-degTee 
lines; then the horizontal at the top of the 
figure- This produces the regular eight-sided 
figure cdefghij, or regular octagon. Draw the 
verticals ch and dg, and the T-square lines fi 
and ej, making them dash Unes. The intersec- 
tions of these lines give the four corners of a 
square kmoq. 

Nextj using the 45-degree triangle, draw eh, 
di, gj, and fc, making the parts solid and dotted 
as shown in the figm^e. These lines will inter- 
sect in the comere of a second square Inpr. 
Now connect the points k, 1, m, etc, forming a 
regular octagon. Finally join 1 with q and 
0, m with r and p, n with k and q, o with r, 
and p with k^ thus completing an eight-pointed 
star. 

Inking. The sheet is to be inked^ — Pig* A, 
with lines of medium thickness; B with heavy 
lines; and C with fine lines; while D, E, and F 
are to be draw^n with medium-weight lines. In 
Kg. F the dotted pencil lines are to be erased^ 
not appearing at all on the finished ink draw- 
ing. Make as nearly as possible the same dif- 
ference in weight of line between A and B as 
between B and 0, For this first sheet, ink one 
figure at a time. Remember that ink lines must 
not be rubbed with the triangle or T-square 
until they are perfectly dry. 
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GEOMETRICAL PROBLEMS 

46. There are certain problems of geomet- 
rical construction which it is essential that the 
intelligent draftsman should know. We shall 
now present some of the more common of these 
problems. 

PROBLEM 1 
To Bisect a Given Straight Line 

Let AB, Fig. 25, be the given line. With B 
as a center, and a radius greater than one-half 
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Fig, 26, 



Eisdctmg a 0iTeii 
Angle. 



Fig. 25. Blaectlng a OiTen 
Straight Line* 

the length of the line, describe an are above 
AB, and another below; and with the same 
radiusj and A as a center, draw two other arcs 
above and below AB, cutting the first two arcs 
at the points 1 and 2. A straight line joining 
1 with 2 will divide AB in two equal parts, 
bisecting it at point C, 

NOTE 1 — ^A circular arc would be bisected in the same 
way. 

NOTE 2 — The mtersectiiig arcs will cross nearly at 
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rif^t angles, and accuracy thereby become easier to 
obtain if tb« radius used is taken (by eye) between 
two>ibirds and three-quarters the length of AB. 

PROBLEM 2 

To Bisect a Giyen Angle 

In Pig. 26, let AB and BC form the given 
Angle at B. With B as center, and any radius, 
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Tig. 27. Dropping a Pexpondic- 

uUr to a Line from a 

OiTon Point Ontaide. 
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Fig. 29. 

Erecting a Ferpendicolar to a 

Given Line at a Given 

Point in tbe Line. 

strike an arc cutting AB and BG in points 1 and 
2. With point 1 as center, and any radius 
greater than one-half the distance from 1 to 2, 
strike an arc; and with the point 2 as center, 
and the same radius, draw another arc^ cutting 
the one just drawn, in point 3. A line joining 
point B with point 3 is the bisecting line 
required. 

NOTE — To test the exactness of the work, take the 
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dividers, set one point at 4, open to point 1, then see if 
this span is the same as that from 4 to 2. 

PROBLEM 3 

To Draw a Perpendicular to a Given line from 
a Given Point Outside 

Let AB, Fig. 27, be the given Hue, and c the 
given point. With the point c as a center, and 
any siiflSciently large radius, describe an arc 
cutting the given line in two points^ as 1 and 
2. Then, with 1 as center, and any convenient 
radius, strike an arc (preferably on the other 
side of the line fi'om point c) ; and with center 
2, and the same radius^ strike another arc, inter- 
secting the first one in point 3. Connect the 
point 3 with point c, and this will be the per- 
pendicular required, 

PROBLEM 4 

Erect a Perpendicular to a Given Line at a 
Given Point on the Line 

FIRST CASE— When the given point is 
not very near either end of the line. 

Let AB» Fig, 28^ represent the given line, 
and c the given point. With c as center, and 
any radius, strike an arc cutting AB in points 
1 and 2; then, with 1 and 2 as centers, and any 
suitable radius, strike arcs intersecting at 3. A 
line drawn from 3 to c will be the desired per* 
pendicular, 

SECOND CASE— When the point on the 
given line is at or near one end. 
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Let AB, Fig, 29, be the given line, and c the 
given point. With point c as center, and any 
radius, draw an arc cutting AB at point 1; then, 
with 1 as a center, and the same radius, strike 
an arc cutting the first one at point 2; and with 
2 as center, and the same radius, draw a third 
arc, cutting the first arc again at point 3. Now, 
with 2 and 3 in turn as centers, and any con- 
venient radius, strike two arcs intersecting at 
point 4. A line joining 4 and c is the required 
perpendicular. 

PROBLEM 5 

To Draw a Line Parallel to a Given Line and 
at a Definite Distance Away 

In Fig. 30, let AB be the given line, and one 
inch the required distance away for the desired 
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Fig. SO. Drawing a Line Para- Fig. 31. Dividing a Straight 
lei to a Given Line at a Line into a Desired Number 

Definite Distance Away. of Equal Parts. 

line. With any two points on the line AB, as 
1 and 2, and the distance one inch as radius, 
describe two arcs, as C and D; and with the 
edge of the triangle, draw a line EP just touch- 
ing or just tangent to these two arcs, and this 
^ will be the required line. 
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NOTE — The greater tlie distance of one line from the 
other, the lesa accurate is this construction. For a con- 
fliderable distance between the two lines, an accurate 
construction would be to erect perpendiculars at points 
1 and 2 by the method of Problem 5, mark points on these 
perpendiculars at the required distance from ABj and 
draw the required line through these points. 

PROBLEM 6 

To Divide a Given Straight Line into Any 
Desired Number of Equal Parts 

Let AB, Fig, 31^ be the given line to be 
divided into, say, five equal parts. This eon- 
struction is, of eourse, in case the division can- 
not be exactly made with the scale. From either 
end of the line, as A, draw a straight line AX 
of indefinite length, at any convenient angle; 
and lay off on AX, beginning at A, any five 
equal spaces^ A-1, 1-2, 2-3, 3-4, and 4-5, Join 
point 5 with B; and from points 4, 3, 2, and 1, 
draw by means of the triangles (Article 28) 
parallels to 5-B, intersecting AB in points F, 
E, D, and C, and these points will divide AB 
into five equal spaces. 

PROBLEM 7 
To Construct One Angle Equal to Another 

In Fig. 32, let the angle ABC be the given 
one, and let it be required to construct on DE 
as one side an angle equal to ABC. With B 
as center, and any radius, describe an arc cut- 
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ting AB and BG at points 1 and 2; and with D 
as center, and the same radius, strike a second 
arc F meeting DE at point 3. Then take 2 as 




Fig. 32. Constructing One Angle Equal to Anotber. 

center, and draw a short arc through point 1; 
and with this radius, and 3 as center, draw a 
short arc intersecting arc 3P at 4t. Then a line 
connecting 4 and D will form with the line DE 
an angle equal to ABC. 

PROBLEM 8 

To Draw a Circle through Three Points Not 
in the Same Straight Line 

In Fig. 33, a, b, and c are the given points. 
Connect a with b, and b with c; and then, by 




Fig. 33. Describing a Circle Fig. 84. 
tlironiEli Three Given Points. 



Inscribing a Circle in 
a Triangle. 
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the method of Problem 1, bisect each line. TTiese 
bisectors D and E intersect at a point 1, which 
is equally distant from a, b, and c. Hence this 
point is the center of a circle which will pass 
through the three points. 

NOTE — As three points not in the same straight line 
may always be connected to form a triangle, it follows 
that this construction may be used for drawing a circle 
through the three corners of a triangle, or as it is called^ 
circumscribing a circle about a triangle, 

FBOBLEU 9 

To Inscribe a Circle in a Given Triangle 

Let ABC; Fig. 34, be the given triangle. By 
the method of Problem 2, bisect any two of the 
angles of the triangle, as the angle at A and 
the one at B; the bisecting lines will intersect 
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^ ^TiS' 3^* Oonfitmcting a EegiiUr 

rig. 35. ConBtnictlug a Tllan^ H«icagoii of wMch One 
gle of wlilcli SldeB aie Given. toide is Given. 

each other at point 1, This point is equally 
distant fiom all three sides of the triangle; 
hence, with 1 as center, the requii'ed circle D 
is drawn just tangent to the sides of the tri- 
angle, and is the required inscribed circle. 
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PROBLEM 10 

To Constroct a TrianglOi Having aiven the 
Lengths of the Sides 

In Fig. 35, let AB, CD, and EF be the lengths 
of the sides. Draw line 1-2, and make it equal 
to AB. Then, with point 1 as center, and a 
radius equal to one of the other sides, as CD, 
strike an arc; and with point 2 as center, and 
a radius equal to the remaining side, EP, draw 
another arc, intersecting the first one at point 
3. Join 3 with 1 and 2, and the triangle is com- 
pleted. 

PROBLEM 11 

To Construct a Regular Hexagon, Having Given 
One Side 

In Fig. 36, AP is the given side. With points 
A and P as centers, and a radius each time equal 
to length AP, strike arcs intersecting in point 
0; and with as center, and the same radius, 
draw a circle through A and P. Then, with A 
as center, and the same radius, draw a short arc 
cutting the circle at B; then, with center B, 
radius imchanged, cut the circle again at C; 
repeat this process, beginning with P, obtain- 
ing points E and D. Draw AB, BC, CD, DE, 
and EP, and the hexagon is constructed. 

NOTE 1 — ^A polygon of any number of sides which 
has all of its comers in the circumference of an enclosing 
circle, is said to be inscribed in the circle. 

NOTE 2— The length of the radius of a circle may be 
spaced around the circumference exactly six times. 
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To Construct an Ellipse, Having Given Two 

Axes at Right Angles (or the 

Rectangular Axes) 

Let AB and CD, Fig. 37^ be the axes, ea«sh 
line bisecting the other. The point o will be 
the center of the ellipse. The longer axis AB 
is the major axis; the shorter one CD, the minor 
axis. With center C» and radius equal to Ao, 
describe an arc cutting AB in points X and y. 
These points are termed the foci of the ellipse. 

The construction to be given depends upon 
the interesting property of the ellipse, that, no 




Fig* 37. Constmctliig an Ellipse, Hsvlng GiTSE ttte Bectangnlar 

Axes* 

matter what point on the curve be taken, the 
sum of its distances from the foci is always the 
same, and is equal to the length of the major 
axis. Hence, to find points on the curve, mark 
off on AB, between x and y, any number of 
points, as 1, 2, 3, 4, etc. Then, with x and y 
as centers, and radius equal to A-1, strike four 
short arcs, two above and two below AB; and 
with the same centers, and radius equal to 1-B, 
describe foin* other arcs, cutting the first four 
at Ej E', F, and F'. Repeat this process for the 



^A£cs^ sa:s:«£ .tl ABL taking next A-2 
^ iigflin w irsc rur", izc 2-B as that of the 
-•«*mw '-^2L^::j2;r ^'uT ZDCire points; and so on 

.- -T " — " '.r 7»:urj5^ The curve should be 

T>i. >ii r.'i>*z zrtrr-i^tz?! ihrough the points 
•--^^ i::^c irt^nr :z szscoihly with the irregu- 
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^ IiMH ill ja Ktipse with a Trammel, 
3l0e:^ ft««i ite Bectangular Axes. 

> ^ -^ AB ATjd CD are the axes of the 
j^^*f^5i«i .•i:,*:'^** r^ trammel K may be a strip 
^ ><t'S ^5«,>*c ,*i: :i:in cardboard. On one of 
rx s^^jcr^^ oi^i^ of the trammel, mark off the 
^c^'t:! XT ^:5il ^> Ao: and from E, mark off 
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^{^ jH^ Cuilwcltlt aa SUipet with a TrammeL 

^ 4s(iW^" ^^ Ox Now take the trammel, place 
; ^1^ ^5 ^\>ir,t Q will be on the major axis AB, 
ii.v^ yv^>^» r ^"^^ ^i^^^ minor axis CD; then point 
^ Mi^k S-^ *t one iHMUt of the required curve, 
%^v>i^ tV-^ ^v^*^* ^^^^'^y *^^ marked on the paper with 
^ ^Ofcvi^^^\vuUtNl ivuoil or a fine needle-point. 
^^ ^\ \\laoiiijir the trammel in other positions, 
%«^ €1 v^x A& Juul P on CD. i>oint E will indi- 
\>4yi^ ^MK^r \Hnnt» on the required ellipse. 
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Approximations 

47, Often^ ia practical work, an approxima- 
tion will answer the purpose as well as an exact 
geometrical construction. 

For example, let it be required to find a 
straight line equal in length to a given curved 
line. 

In Fig. 39, let AB be the given curved line. 
It is required to find on CD a length equal to 
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rinding a Stralglit Line Equal in Ltngtli U a Oiven 
Curred Line. 

AB, Taking the dividers, and starting at A, 
lay off any number of short, equal spaces A-1, 
1-2, 2-3, etc., up to X, (The distance from the 
point X to B should be less than one of the equal 
spaces,) Then, with the same setting of the 
dividei-s, begin at C, and lay off the same num- 
ber of equal spaces as far as X'. Measure in 
the dividers the distance XB^ and lay it off from 
X' to B', Then the length CB' is practically 
equal to AB. Tlie cui^e, which may or may 
not be the ai'c of a circle, is said to be rectified 
along CD, 

NOTE— Should the distance XB he too short to take 
accurately with the dividers, the distance 5-B may be 
divided into two spaces, and these laid off from 5'. 




X 
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Again, suppose the circumference of a circle 
is to be divided into perhaps eleven equal pai'ts. 
This is most readily and accurately done by 
trial, using the hair-spring dividers. Assume 
first some radius, lay this around the circum- 
ference; and if the setting is not found exact 
the first time, adjust slightly by means of the 
hair-spring screw, space again around the cir- 
cumference, and proceed in this way until the 
exact spacing is found. 

Ezerdses in the Use of the Compass and the 
Irregular Curves 

PLATE 3 

48. Plate 3 is laid out 11 inches by 15 
inches, with a border line 10 inches by 14 inches. 
All of the figures are to be accurately penciled; 
then all are to be inked. Figs. A and D are for 
practice with the irregular curves ; and Figs. B, 
C, and E for practice with the compass. The 
figures are located as shown on the plate. For 
Figs, A and D, the irregular curve should be 
used in accordance with the instructions of 
Article 40. 

Penciling. Fig. A represents one turn each 
of two equal spirals. This particular kind of a 
spiral is called the Spiral of Archimedes. Make 
first the outside circle 3Vi; inches in diameter, 
and divide the circumference into any number 
of equal paiis, as twelve in the figure; and draw 
the diameters. Divide any radius, as OL, into 
the same number of equal parts. Then, with 
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aa center, and radius 0-1, strike an arc cutting 
the fii*st radius at the left in point a; then^ with 
the same center 0, and radii 0-2, 0-3, 0-4, etc., 
to 0-11, strilve arcs cutting respectively radii 
ON, OP, OQ, etc., to OX, thus deteiminiBg the 
vaiious points of the emve, o — b — f — k — 12. 
The other spiral, o — n — 8 — ^y, is constructed in 
a similar way. 

In Fig. D the diameter of the circle Is 31/2 
inches, and the short diameter of the ellipse is 
2% inches. The points on the ellipse may be 
found either by the method of Problem 12, 
above, or by the use of a trammel (Problem 13) ; 
and then these points ai*e joined with the irregu- 
lar curve. 

Fig. B is for practice in di^awing Lines of 
different kinds with the compass. 

In penciling, make the lines of uniform 
width. The square is 31,4 inches on a side. The 
points and 0' are the centers for the circles 
and arcs. To locate point 0, bisect the angle 
between the diagonal and the upper side of the 
square, by the line BIx, and point is the inter- 
section of this bisector w ith the other diagonal. 
Point 0' may then be located on the other side 
of the diagonal MN, The circles A and A', tan- 
gent to the sides of the squai^e and to the diag- 
onal MH, are next drawn. Then, from point 1, 
mark off on the bisector Mz iy4"i^^^ spaces, 
three to the left, and six to the right. With 
center 0, and radius 0-2, draw the circle next 
inside of A, and, before changing the setting of 
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the compass^ di-aw the corresponding circle from 
center 0'* In this same way^ draw all the other 
circles and ares, using each center and 0' 
before changing the setting, Make the cii'cles 
and arcs dotted, dot-and-dash, or fidl, as shown 
in the figure. 

The so-called dotted lines through points 5 
and 6 are really composed of short dashes a 
little less than l^ inch in length. Care should 
he taken to make these dashes uniform in length* 
Similarly, the short and long dashes of the cir- 
cles through 2 and 3 should be drawn with care, 
to insure a pleasing and uniform appearance. 

Fig, C is intended for practice in the accu- 
rate use of the large and small compasses, and 
also in the accurate use of the scale. The rect- 
angle in which the design appeai^s is laid out 
as acciurately as possible 5 inches by 7V^ inches. 
It is then divided into IVi-inch squares; and 
on the exactness of the spacing depends largely 
the accuracy of the final result. 

An experienced draftsman could set the scale 
along the side of the rectangle, and mark off 
accurately the 1^^-ineh divisions without mov- 
ing the scale. The beginner, however, can obtain 
greater accuracy by using the hair-spring 
dividers. 

First set the dividers or the scale to 1^ 
inches, and test the exactness of the setting by 
spacing along the scale several times, noticing 
whether, at the last position, the point of the 
dividers exactly coincides with the proper divi- 
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sion of the scale. The dividers with this setting 
should then be used to space off on two adjoin- 
ing sides of the rectangle. Through these points 
of division, the lines forming the small squares 
are drawn with the triangle and T-square. The 
centers of the circles and ares are at the comers 
of the small squares, as shown in the drawing. 
The smallest radius is % inch, and the radii 
increase by ^^4 inch, so that the largest radius is 
1% inches. For accuracy it is essential that 
all arcs or circles of the same radius be drawn 
with one setting of the compass. 

For the penciling, draw first all the arcs, 
then the straight lines. Of course, in the pencil 
work, it is needless to attempt to stop the arcs 
exactly at the straight lineSj as this can be done 
when the drawing is inked. 

In Fig. E, the outside square is 3% inches 
on a side* With the corners of the square as 
centers, draw the arcs A, B, C, and D, and 
through the points of intersection, 1, 2, 3, and 
4, draw with triangle and T-square the smaller 
square. Draw the diagonals of the larger 
square; and with the intersection of the diag- 
onals as center, draw the circle through 1, 2, 
3, and 4, 

Next, with the comers of the smaller square 
as centers, draw the arcs 1-4, 4-3, 3-2, and 2-1; 
and lastly, draw the smallest circle as in the 
figure, tangent to these foxn- arcs. 

Inking, The border line should be of the 
same weight as the heavy lines of Fig. B. Make 
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all the full lilies on the sheet of medium width, 
except as shown in the draiiv^g for Fig. B; and 
make all construction lines fine, short-dash lines 
like those of Pig, B, In Fig. B, the diagonals 
need not be inked In Fig, C, do not show the 
construction squares in the finished drawing. 
In Fig* D, show the axes of the ellipse as con- 
struction lines. In Fig. E, the diagonals and 
the smaller square should not be inked, 
PEOJECTION 

49, The teim projection as used in mechan- 
ical draftings may be explained as foUows: 

Assume any object, as a cube, and a plane 
above it and parallel to the upper face, as in 




Tig. 40. niustTatln^ PdiicipleiHg. 41. lUustTatliig FUnes of 
of PrajectloiL Projection. 

Pig, 40. Now, if parallel lines be di'awn from 
the comers of the cube, and perpendicular to 
the plane, these perpendiculars will meet the 
plane in the points 1, 2; 3, and 4; and lines join- 
ing these points will give the four-sided figure 
1-2-3-4, which is called the projection of the 
cube upon the plane. The projection, then, of 
the cube made in this way, is simply a square 
equal in size to one of the faces of the cube. 
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There are various kinds of projection, as 
orthographic or orthogonal, oblique, isometric, 
axonometric, etc.; but the first is of most prac- 
tical value, and will receive the principal con- 
sideration. Where the simple term ** projec- 
tion '* is used, orthographic will be imderstood. 

Orthographic Projection 

While projections may be made on any 
planes, those most commonly used are one 
vertical and the other horizontal in position, 
being thus at right angles. The line of inter- 
section of the two planes is called the ground 
line, or GL. These planes are known as planes 
of projection or co-ordinate planes, and for 
brevity may be referred to as V and H. The 
position of the planes is as in Pig. 41. 

In this figure, let A represent a square placed 
parallel to the V plane, and with two of its sides 




Tig. 42. Projections of a Square in Tlilrd Angle. 

perpendicular to the H plane. Then the pro- 
jection on the V plane, a square equal to A, is 
shown at A^ while the projection of A on the 
H plane is merely one line, A^. 
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It will be seen that four angles are formed 
by the intersection of the two planes. These 
angles, or quadrants, are distinguished as first, 
second, third, and fourth, as indicated by the 
numbei-s, and are always in this same order. 
For practical purposes, drawings are made as 
if the object were in either the 1st or the 3d 
angle, 

50. Fig, 42 shows a square A in the 3d angle, 
placed parallel to V, and two edges perpendicu- 
lar to H. It is projected up to H, giving A*" 
for the H projection; and forward to V, giving 
A^ as the V projection, 

51. PlaiiB and Elevations, In practical work, 
the term plan is used instead of H projection; 
and an H projection or plan, unless otherwise 
expressly stated, is always a view of the top 
or upper side of any object; hence a plan may 
often be spoken of as a top view. 

Similarly, elevation is the usual term for V 
projection, and means a view of the front side 
of an object, or sometimes a view of the right 
or left side. In actual drawing, the H plane is 
taken as the plane of the paper as it lies on the 
drawing board; and the V plane, as an imag- 
inary plane vertical in position and directly in 
front of the draftsman- 
It must be noted that when the plan and the 
elevation of any object are both made on the 
same sheet of paper, one can be neither to the 
right nor left of the other; but one must be 
drawn on the paper vertically over the other. 
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The drawings of Figs. 40, 41, and 42 are pic- 
torial, and not actual projections. 

52. Actual Projections. In Mg. 43, a 
T-square line OL may represent the V plane as 
seen from above; and the whole surface of the 
paper, the H plane. Then any object in the 
first or the fourth angle would be projected on 
H on the near side of OL; and any object in 
either the second or third angle would be pro- 
jected on the further side of OL. 

The actual plan and elevation of the square 




Fig. 43. ninstrating Principles Fig. 44. Projectioiu of Cube in 
of Projection. Tliird Angle. 

shown pictorially in the preceding figure may 
now be made. A straight line A^ parallel to 
the V plane and on the further side of V, will 
be the H projection or plan of the square; and 
the square, in its full size below OL, will repre- 
sent the projection on V. 

Suppose that the plan of a cube placed in 
the third angle is to be made; and let the cube 
be placed with the top and bottom level, and 
the side faces perpendicular to V. Then, in 
Fig. 44, the plan will be shown as at A^ equal 
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to one side of the cube; and the distance between 
A** and GL is the distance that the cube is behind 
the vertical plane, 

Nextj for the elevation or front view of the 
cube, the paper must be considered as the V 
plane, and the GL as H seen edgewise. Then, 
as the cube is below the H plane, its projection 
on V will be below H as seen edgewise — that 
is, below GL, Tliis elevation of the cube will 
be a square A', vertically below A**- The cor- 
ner of the cube may be numbered, calling the 
four Upper comers 1, 2, 3, 4, and the four lower 
ones 5, 6, 7, 8. The two projections A^ and A^ 
are squares of equal size, which is evidently as 
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rig» 45. BleTailoBB and Plaas of Simple Objects— rir5t Angle. 

it should be, since each face of the cube is of 
the same size, and each view is taken at right 
angles with the face, 

53. The Co-ordinate Planes Seen Edgewise- 
The GL sometimes represents H, seen edgewise, 
and sometimes V seen edgewise. When eou- 
sidering a plan or top view, GL is V seen edge- 
wise; but w^hen regarding an elevation, GL is 
H seen edgewise. 

Examples* In Fig. 45, six simple objects 
are shown, aU in the first angle. Reading from 
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left to right these are : Square prism; round bar 
or cylinder; the same with a square hole from 
one eni to the other; the same cylinder again, 
but with a smaU block placed on the upper end; 
a circular cone standing on H; and a short joist 
with a tenon on the front end. 

Fig. 46 shows the elevation and plan of a 
common hexagonal nut. The double dotted lines 
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Tig. 46. Hexagonal Nat. 

of the elevation, and the two inner circles of 
the plan, indicate that the nut is threaded. 

Notice that the thickness or height of the 
nut is shown on the elevation; while the true 
distance between the parallel faces is given only 
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in the plan. Each side of the nut is shown in 
its real width on the plan; but on the elevation, 
of the three front sides A, B, and C^ B alone is 
shown in the full width, A and appearing 
very much narrower. This illustrates several 
very important principles of projection, which 
may be stated thus: 

54. (a) If any flat surface is parallel to H 
or V, it will be dra\\Ti on that plane in its real 
size and shape; but if a surface is oblique to 
H or V, its projection or view on that plane is 
less than the true size, and does not show the 
exact shape. 

Observe that although the face A, for exam- 
ple, is oblique to the V plane, it does not follow 
that all its dimensions are oblique. The height 
of the face A is not affected by the inclination 
of the surface with the vertical, and hence is 
shown in its true length in the elevation. 

55. (b) If any edge of a solid, or any single 
line, is parallel to either H or V, it will be shown 
on that plane in its true length. 

These principles are still fiu-ther illustrated 
in Figs. 47, 48, and 49. Fig. 47 shows a square 
prism placed with its length vertical. Notice 
the numbering of the top and bottom. Why 
are some of the faces in elevation shown in their 
true size? Only one dotted edge appears. (A 
dotted edge in any projection is understood to 
mean an ed^e which is not visible in that view.) 

56. In Fig. 48, a regular hexagonal pvramid 
is given standing on its base, and with its axis 
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ab perpendicular to H. This solid has six 
sloping surfaces and one base. Of these seven 
faces, the base alone appears in its true size. 
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Fig. 47. Elevatton and Flan of 

Square Frism with Lengtli 

VerticaL 



Fig. 48. Begular Hexagonal 

Fyramid with Asia Fer- 

pendicnlar to H. 



Two of the inclined edges, a-1 and a-4, are 
shown in their true lengths in elevation at a^-1^ 
and aM% since the lines in space are parallel to 
the vertical plane. 

57. Fig. 49 is precisely the same object as 
in Fig. 48, but placed in a different position. 
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In this position, the base is parallel to V, the 
axis, a-b perpendicular to H, and the apex 
away from the draftsman. Note the dotted 
lines in the elevation, the only visible part of 
the soUd in elevation being the base. The edges 
a-1 and a-4 are now pai^allel to the horizontal; 
henee their true lengths are a*'-!*' and aM^ The 
base 1-2-3-4-5-6 is parallel to V; hence perpen- 
dicular to H; and its H projection is the straight 
line 1^-2^ , * * 4^ The base in the preceding figure 
is perpendicular to V, and its V projection is 
the straight line r-2^ . A\ 

The statement of the principle involved is 
as follows: 

58. If a surface is perpendicular to H or V, 
it will be seen edgewise in that view, hence will 
appear simply as one line, 

59. In these three figm*es on the prism and 
pyramid^ it may readily be seen that it would 
be impracticable to draw first the view showing 
the side faces. For example, in Fig. 47, the 
widths of the surfaces in elevation are not 
known until the plan is drawm Hence, to di'aw 
a prism, or pyramid, or other object of a similar 
character^ draw the base or the end view first. 

This direction applies with equal force in 
other cases of a more practical nature — for 
example, the slope of a roof is shown at its 
true angle in an end view. 

60. Direction of Oblique Lines; Slope. A 
line may be parallel to one plane and oblique 
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to the other, or it may be oblique to both planes. 
This latter position will be meant when a line 
is referred to simply as an oblique line. The 
term slope refers to the direction of a line 
oblique to one or both of the co-ordinate planes. 
In this treatise the word backward, when 





Tig, 49. Begnlar Hexagonal 
Pyramid with Base Far- Tig. 
aUel to V. 



50. Bight Circular Ccme. 



applied to the slope of a line, means away from 
the draftsman; and forward means toward the 
draftsman. 
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Thus, if a line is said to slope upward^ back- 
wardj and to the left, the upper end of the line 
must be away from the draftsman and toward 
his left. In the same manner, a line sloping 
downw^ard, backward, and to the right, has its 
lower end away from the di^af tsman and toward 
his right. If a line slopes simply forward and 
to the left, for example, then neither end is 
lower than the other, and the line is in a hori- 
zontal position, with its left-hand end toward 
the draftsman. 

As illustrations of slope of lines, a-l in Fig. 
48 slopes downward and toward the left; a-4, 
downward and toward the right; a-2, down- 
ward, backward, and toward the left; a-6, down- 
ward, forwai^d, and toward the left; a-3, 
downward, backward, and toward the right; 
and a-5, downward, forward, and to the right. 

61. Projection of Oblique Lines. A right 
circular cone is shown in Fig. 50. The vertex 
is a; and a-b, a-c, a-d, a-e, and a-k are various 
elements of the cone. On reflection, it will be 
seen that all of these lines have the same actual 
length in space. These lines are also all equally 
inclined to the horizontal plane, and therefore 
the H projections are all of the same length. 
Next, refeiTing to the elevation, a^'-b^ show^s the 
actual length of a-b; a'-c% a^'-d^ and a^-e' show 
gradually decreasing lengths, a^-e' being the 
shortest of all. 

This difference in length corresponds to the 
fact shown in the plan, that a-e makes the 
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greatest angle with the V plane. That is, the 
greater the angle that a line makes with a plane 
of projection, the less will be the length of its 
projection on that plane. 

Observe also that a^'-tf' and a^'-k' make the 
same angle with V ; therefore the lines in space 
must make equal angles with V; and their V 
projections, being coincident, are of the same 
length. Hence lines of equal length which have 
the same inclination with V, are projected on 
V in equal lengths. 

From the above, it follows that, for a line 
of definite length, the length of its projection 
on any plane is determined wholly by the angle 
the line makes with the plane. If the line makes 
the greatest possible angle with the plane (90 
degrees), then the projection- on the plane has 
no length, but is simply a point. 

62. Bevolution of a Figure around Some 
Line as an Axis. In Fig. 51, consider first the 
rectangle abed, placed horizontally, and having 
its long edges perpendicular to V. Then a^b^cM'' 
is the true size and shape of the figure. The 
rectangle is perpendicular to V, and therefore 
(Article 58) is shown on V as a single line aV. 
Now let the rectangle revolve up like a trap 
door, on a'^b'* as an axis. Then points d and c 
will revolve in arcs of circles having points a 
and b respectively as centers. These circles 
will be perpendicular to the axis ab, and 
hence parallel to V, so that a circle drawn 
on V, with center at a% and with radius 
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a'-c', will be the projeetion of the circles de- 
scribed by points c and d in space. 

As the rectangle turns about axis a-b^ it 
remains always perpendicular to V, and its pro- 
jection on V will remain a straight line. Then, 
when the rectangle has swung up through 45 
degrees, for instance^ its V projection will be 
a line ali'c'sd^, making 45 degrees with the 
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Fig, 51, Pig, 52. 

niufltiatlng Bevolntlon of ft Eectangle around an Axis. 

horizontal; and its plan or H projection, show* 
ing less than the real width, will be a^^b'^c^d'^a. 
The other oblique positions are found in the 
same way — the elevation first, then the plan. 
Finally, when the rectangle is revolved through 
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90 degrees into a vertical position, the H pro- 
jection becomes merely the one line a'*b'*c**4d'*4. 
In Fig. 52, the rectangle abed is placed in 
a vertical position and parallel to V. It is then 
revolved like a door on its hinges about a-b as 
an axis, the successive positions appearing in 
plan at a''bVid\, aVtf'ad^, etc., until the sup- 
posed door is wide open in the position a^b^tf'4d\. 
The corresponding elevations a^Vid\, etc., are 




Fig. 53. Drawing a Triangular Prism. 

then constructed by projecting directly from 
the plan. 

63. Suppose that it is required to draw a tri- 
angular prism standing on one end, and with 
one edge of the base at right angles with the 
V plane, Fig. 53. According to the preceding 
directions, the base is drawn first, placed in a 
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horizontal positioD, and with the right-hand side 
perpendicular to V, The elevation may then 
be drawn as before explained* 

Now let the object be revolved around the 
edge e-f of the base as an axis. In revohdng 
in this way, it is evident that every point of 
the prism will move, except the edge e-f, which 
is the axis- A little thought will show that each 
corner that moves will move in a circle. For 
example, the corner d of the base will revolve 
in the arc of a circle the center of which is at 
point g, the radius of the circle being therefore 
d-g. The line d-g is perpendicular to e-f, and 
must so remain as it revolves. This means that 
the line d~g, parallel to the V plane at first, wiQ 
remain parallel; and the circle described by 
point d in space will be parallel to V, and wiU be 
projected on y in its true size. The arc d'j'k^ 
then represents the circle described by the 
motion of point d; and on H, this circle appears 
as the straight line d^j^k^, parallel to Y. 

In the same way, the other corners, a, b, and 
c, w^ill each travel in a cii'cle parallel to V. Then, 
if the prism be revolved through an angle of 45 
degrees, each line of the elevation will sunply 
revolve through this angle, wdth no change in 
length; and the resulting V projection will be 
the rectangle rd\a'ib*i, exactly the same size 
and shape as a'b''rd% but inclined at 45 degrees 
with the horizontal. This rectangle wiQ be the 
new V projection of the prism; and, remember- 
ing that each point in revolving moves in a circle 
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parallel to V, the new H projection may be 
found by dropping perpendiculars from d^i, a^i, 
and b^i-c^i, to meet parallels drawn from 
d**, a**, b^, and tf*, thus determining the points 
d**i, a\, b^i, and tf*i. These points, when joined 
in the proper order, give the new plan as shown 
by the dash lines in the figure. 

64. The principles of such revolution may be 
explained as follows: 

(a) If any objecti no matter how complezi be revolved 
about an axis perpendicular to V, the V projection will 
remain unchanged in shape and size, but will revolve to 
different positions with respect to the horizontal. 

(b) The H projection, on the other hand, changing 
shape and size, wiU be found directly below (or above) 
the new V projection, and each point wiU be at the same 
distance from V as before revolving. 

A similar statement will apply with merely 
an interchange of V for H, and H for V, in case 
an object be revolved about a vertical axis. 

Mg. 54 shows the same prism as in Mg. 53; 
but in this figure, the new position has been 
moved a little to the right so as to clear the first 
position. Placing in this way takes more space> 
but is clearer, and should always be used if the 
figure to be revolved is complicated. Notice 
that in the plan of the second position, the upper 
end and the two upper sides are visible, while 
the lower end and the imder side are invisible. 

65. Third Plane of Projection or Profile 
Plane. Many times, the two views of an object 
as plan and elevation, are sufficient to describe 
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the object completely; but in other cases a third 
view is required to give a satisfactory idea of the 
object in question. Sometimes, in addition, a 
sectional view may be necessary to show fully 
every detail. 

The third view usually taken is in a direction 
perpendicular to that of the plan and the eleva- 




Flg. 54. Drawing Trlangxlar Prlim of Pig, 53 la Another 
Positloni. 

tion. That is, for a rectangular object — as a 
cube or a square prism — there may be the top 
view or plan; the front view or elevation, and 
the third, a profile view or end view. The direc- 
tion of the profile view in comparison with the 
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other two, is shown in Pig. 55, in which are rep- 
resented the plan, elevation, and end or profile 
view of the outlines of a cabin. The end view is 
taken looking in the direction of the arrow. 

It should be noted that the breadth of the 
end view is the same as that of the plan, while 
the height is equal to that of the elevation. 
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Fig. 65. 



FaoM-r tL«V 

Showing Direction of Profile View as Compared 
with Plan and Elevation. 



On comparing the three projections, it will 
be seen that the length is shown in plan and 
elevation, the width in plan and profile, the 
height in elevation and profile, and the slope of 
the roof in profile only. In making the three 
views, the profile or end view, in accordance 
with Article 59, should be drawn first. 

66. Third- Angle Projection. Three views of 
a rectangular block, with parts of the top and 
bottom cut away, are shown in Pig. 56. In this 
figure, as in the preceding one, the arrangement 
customary in many drafting offices has been 
followed— of placing the plan above, the eleva- 
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tion beneath, and the end or profile view at one 
side. Where this custom is adopted^ the view of 
the right-hand end is placed either at the right 
of the elevation^ or of the plan; a view of the 
left-hand end is placed at the left; and so on. 
This is known as third-angle projection. Thus, 
in the figure, the end view is a view of the right- 
hand end of the block. 

This figure is an example of a case where the 
plan and elevation do not make the meaning of 
the drawing sufficiently clear and do not make 
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Fig. M* Plati, EleYatlan, and End View of HectangnlM Block 
witli Farti of Top and Bottom Cut Awaj. 

the shape of the object apparent; hence the end 
\iew is required, Tlae end view bears the letters 
A^ B^, etc* Tire small p at the upper light-hand 
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of the letter stands for profile, in the same way 
that a small v on the elevation means vertical, 
and a small h in plan means horizontal. 

The end view gives at once a much clearer 
idea of the object than either plan or elevation. 
What is marked A^ on the elevation, and A** on 
the plan, in the profile view at A** is shown to be 
a slot. By reference to A*", it will be seen that 
the slot does not extend the entire length of the 
block, and is rounded at the end. The vertical 
dotted line e^-V represents the left-hand end of 
the slot A. In comparison with A, B*" repre- 
sents a narrower slot of less depth, and one 
which extends the whole length of the piece. 
This latter statement accounts for the fact that 
B** is left open at the top, while A** is closed. 
The part lettered C^ and C^ is foimd on the pro- 
file view to be a roimded projection appearing 
atC^ 

Assuming, for the sake of illustration, that 
the plan and elevation are drawn, and that the 
end view is to be constructed from them, it 
would be done as follows: Draw first a center 
line G-H on the plan; then, at any convenient 
distance to the right of the elevation, draw a 
vertical line J-K for the center line of the end 
view. Since vertical heights will correspond on 
the end view with those of the elevation, a T- 
square line through lower edge of D will give 
the level of base of the required view; and a 
second T-square line through the lower edge of 
C^ will locate the flat part of the top of the block. 
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Next, the width of the end view must be the 
same as that of the plan; hence the distanci 
from the center line G-H to point 1 is taken, and 
laid off on the end view from J-K along the line 
L-M to the left» giving point 1; and j^oint 8 is 
located in the same way to the right of J-K, 
Vertical lines drawn through 1 and 8 will give 
the general outKne of the end view. Then, 
measuring for the remaining points, and laying 
off from the center line each time, points 2, 3, 4, 
5, etc. are located, those on the near side of G-H 
being measured to the left of J-K, and those on 
the further side to the right. 

Next the depths of the slots as shown on the 
elevation are projected over with the T-square 
to the end view, and A^ and B'* completed* 
Having located on the end view point 6 as a 
center, the half-circle C^ is drawn with the 
radius 6-7, taken from the plan. The upper edge 
of the shallow gi'oove D* is projected across to 
J-K, becoming the highest point of the curve. 
The radius of the curve being given, its center 
is found on J-K, and the curve drawn-in as the 
arc of a circle, thus completing the end view, 

67. Let it be requii'ed to draw a wooden chest 
of given length, breadth, and depth, and to show 
the cover opened through 150 degrees. Evi- 
dently this is a case which requires the end 
view to be drawn first. This end view is first 
drawn from the given dimensions at A, Fig. 57, 
showing the cover opened at the given angle. 
'Rie ends of the chest are supposed to be nailed 
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to the bottom and sides, which are represented 
in view A by the dotted lines. 

The front elevation, B, is taken looking at A 
in the direction of the arrow. This elevation 
will show the length and height of the chest, 
and will show the cover in its real length, but 
narrower than its true width. The different 
heights are projected over mth the T-square 
from A to B. In a view of A in the direction of 

c 



4 

I t 

a -i i- 




A ^ 

Fig. 67. Profile and Projections of Chest with Cover Open. 

the arrows, 1-2, the extreme left-hand edge of 
the cover, will not be seen; hence this is drawn 
with the dotted line 1-2 in view B. The plan, C, 
shows the length and width of the chest, the 
extreme width of the chest and cover together 
being equal to the distance e-f of the end view A. 
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In this view also, the cover appears in less 
than its real width. Note carefully that the 
caver 1-2-3-4-5-6-7-8 is shown less in width in 
elevation than in plan* This is snnply because 
the cover is more nearly horizontal than ver- 
tical; hence, in looking from above, the cover 
appears more nearly flat-wise, and therefore 
nearly in its real width; while, viewed from the 
front, the cover is seen more nearly edgewise, 
and thus shows narrower. 

This affords an exercise in reading a drawing 
— that is, in obtaining from the various views an 
exact underetanding of the different parts of the 
object represented, and also of the object as a 
whole. This figure, and also Figs. 51 to 55, 
illustrate an important principle, 

68. This principle may be stated as follows: 

The siae of the projection of any given surface on a 
plane is determined by the angle which the surface makes 
with the plane of projection. If the surface is actually 
parallel to the plane of the drawing, then it will appear 
in its true aize; if the surface is perpendicular to the 
plane, it will be seen edgewise simply as a line, 

69. Suppose that a square prism is to be 
drawn standing on one comer, and in an oblique 
position so that its long edges are Inclined at 
30 degrees with the horizontal, and that the 
prism inclines upward to the right and away 
from the draftsman. To draw the object in this 
oblique position, in which none of the faces and 
none of the edges will be parallel to either plane, 
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requires first the construction of two simpler 
positions. 

The prism is first placed with its base on H, 
and its faces at any convenient angle with V, as 
60 degrees and 30 degrees. This position is 
shown at A> Fig. 58. Next^ let the prism be re- 
volved about an axis perpendicular to V through 
the right-hand corner of the base. This axis is 
lettered l^-e*" on the drawing. The prism is 
revolved until its axis or its long edges make 
30 degrees with H- 

In this kind of a revolution, the V projection 
does not change shape or size, and will make 
with the ground-line the same angle that the 
prism makes with H (Article 64). Hence the 
elevation can be transferred from A to the 30- 
degree position at B, with point 1 on H. 

The plan may then be constructed as in 
Article 63, Fig. 53, each point of the plan falling 
vertically below its corresponding elevation, and 
in a T-squai*e line to the right of the same point 
in the plan of A. The edges of the prism now 
make the requii-ed angle of 30 degi^ees with the 
horizontal, and one comer is on H; but the final 
inclination has yet to be given. 

In order that the prism shall have the in- 
clination specified, it must be turned from the 
position of B so that the upper end will be away 
from the draftsman, and the lower end toward 
him. This may be done by considering the 
prism to revolve about a vertical axis through 
point 1, Each point of th« prism will then move 
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in a horizontal circle through whatever angle is 
desired. In this case, let the prism revolve 
about the vertical axis through 60 degrees; then 
point d*" will move to d^ in the arc of a circle, 
and l^'-d*' will be the new H projection of the 
edge 1-d. 

In the same way, every other edge will re- 
volve through an angle of 60 degrees, and will 
have its length imchanged. The new or revolved 
plan will therefore be of the same shape and 
size as before this second revolution. For the 
sake of clearness, this revolution is not made 
upon Fig. B; but, instead, the plan is drawn in 
Fig. C as it would appear after the revolution. 
The lowest corner 1 may be taken in any con- 
venient position, and l^'-d**! is drawn at once at 
60 degrees equal in length to l^'-d** of Fig. B. 

The plan of C is constructed equal to that of 
B by a method of rectangular co-ordinateS| or 
offsets. In the plan of B, perpendiculars are 
drawn from each comer to the front edge 4-k. 
These perpendiculars intersect the edge, or the 
edge produced, in points such as f, g, m, etc. 
Then, through d**!, Fig. C, a perpendicular is 
drawn to 1-d^i, and d\-f is made equal to d^-f ; 
and through f, a 60-degree line will represent 
the position of the edge 4^-k. The distance f-k 
of B, laid off from f of C, will give corner k in 
Fig. C. Then in C, lay off from f the distances 
f-g, f-m, f-n, etc.; and at these points, erect per- 
pendiculars to 4*'-k (these perpendiculars are 30- 
degreo linos), and make theso perpendiculars 
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equal respectively to those of B. In this way 
the remaining comers of the prism are located, 
and the plan completed. 

The elevation may now be constructed from 
the plan, if it is remembered that in the revolu- 
tion around a vertical axis the heights of points 
remain unchanged. Hence, if the corners in the 
plan ai'e projected vertically up and to the same 
heights as in the elevation of B, the desired 
points of the elevation will be determined, 
Kotice which end of the prism is visible in plan, 
and which in elevation. In following out the 
figm^e as drawn, care should be taken to imagine 
the sliape and position of the object in space as 
described by its projections. 

70. The projections of a cylinder or cone 
may be drawn in any oblique position by a 
process similar to the one just considered- 
Let it be required to construct the plan and 
elevation of a right circular cylinder in the first 
angle, placed with its axis at an angle of 45 de- 
grees with the vertical plane, its V projection 
inclined at 30 degrees with H; and let the 
cylinder slope downward, forward, and to the 
right. First, note with w^hich co-ordinate plane 
the axis is to make the given angle. In this case, 
the given angle is 45 degrees wdth V* Then 
draw the cylinder in the first position perpen- 
dicular to V, as in A, Fig. 59. Divide the base 
into any number of equal parts, as in the figiu*e» 
and project these points to the plan. 

Now, if a vertical axis, as X, be taken 
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through any convenient point, as 5 on the back 
end, the cylinder may be revolved until it makes 
the required angle of 45 degrees with V. In this 
revolution, the cylinder will remain parallel to 
H, and its plan will be unchanged in size and 
shape; hence, in B, the plan of A is placed at 
45 degrees with V, sloping forward and to the 
right. 

Since, in the revolution about the vertical 
axis X, each point has moved in a horizontal 
plane, it follows that the heights of points above 
the H plane have not been altered. Therefore, 
from the points of division on the ends of the 
cylinder in the plan, project for the elevation 
to the same level as the corresponding points in 
elevation A* 

The construction is shown for the points 3 
and 7 on one end, and for d and a on the other. 
This construction will give a series of points on 
each end of the cylinder. These points should 
be joined by the use of the irregular curve, pro- 
ducing the two ellipses in the elevation, 

For the last position, C, the cylinder must 
be revolved from the position of B without 
changing the angle of 45 degrees with V^ until 
the final oblique position is reached. As the 
angle with V must not be changed, this second 
revolution must be made about an axis perpen- 
dicxilar to V. The axis Y may be imagined to 
pass through any convenient point, as the ex- 
treme left-hand point of Fig, B, In this revo- 
lution (Article 64), the elevation does not 
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change shape or size, but simply its position. 
Hence, in ¥ig. C, the elevation of B is drawn at 
the specified angle of 30 degrees with H, points 
82, 72, d2, and 62 corresponding to the points 3i, 
7i, di, and 61 of Fig. B. 

The plan may now be obtained by project- 
ing to meet T-square lines from the plan of B. 




Fig. 60. Drawlxig Flaa and Elevation of Triangular Fiiflm. 

71. Auxiliary Planes of Projection. It has 
been shown in previous figures that often an end 
view must be made before constructing other 
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views. Many times this end view may be made 
on H or V, Sometimes, howeTer, it may be 
necessary or convenient to take an end view in 
a direction at right angles with neither V nor H. 

72. Let it be requu-ed to draw the plan and 
elevation of a triangular prism as represented 
in Fig. 60, 

Let the ends of the prism be equilateral 
triangles 5 inches on a side. The axis of the 
prism is to be 11 inches long, inclined at 30 de- 
grees with V, backward and toward the right; 
the lowest edge of the prism is to be on H; and 
one faee is to make 45 degrees with H, In this 
position, it is evident that a top view will not 
show the end at all, and a view taken in the 
usual direction for elevations will show the end, 
but not in its true size. If, however, a view be 
taken in the direction of the arrow — that is, 
parallel to the direction of the axis — this view 
will be at right angles to the end of the prism, 
and the end will show in its real size and posi- 
tion. To take a view in this direction is 
equivalent to projecting the prism on a new V 
plane parallel to the end of the prism, or — which 
is the same thing — perpendicular to the axis. 

Hence, to make the construction, draw a line 
as Gi-Li in any convenient position perpendicu- 
lar to the direction of the axis. This may be 
considered to represent the H plane seen edge- 
wise when looking in the direction of the arrow. 
Then, with any point on H for the lowest comer, 
as r, the end view of the prism is drawn showing 
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the true size and slope, and one under face at 
45 degrees with H. The width of the face 1-3-4-5 
will appear in plan equal to the distance a-r; 
and the width of face 1-2-6-5 equal to distance 
r-b, while the width of the upper face 2-3-4-6 
will equal the length a-b. 

With these widths and the given length of 
the prism, the plan might now be constructed 
without any further reference to the end view. 
It is, however, more convenient and more drafts- 
man-like, to draw at any convenient distance 
from GiLi, and parallel to it, a line 4-6 as one 
end; to project at right angles to GiLi, a to 4, 5' 
to 5, and b to 6; then to draw from these points 
the edges 11 inches long and at right angles to 
the end 4-5-6, and finally draw the other end 
3-1-2. 

For the elevation, 1-5 is drawn on the H 
plane as the lowest edge, and directly above 1-5 
in the plan. The height of 3-4 above H is seen 
in the end view as 3'-a, and the height of 2-6 as 
2'-b; hence, in elevation, these edges will appear 
at these respective heights above the plane of 
1-5. The distance 3-c is therefore made equal 
to 3'-a, and 2-d equal to 2'-b. In this elevation, 
the end 1-2-3, nearer the draftsman, is visible. 

73. Summary of Important Principles. The 
important principles above brought out, may be 
summarized as follows: 

(a) An elevation always shows differences in height 
(if any difference in height exists) between different 
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objecta, or differences in heiglit between different parts 
of the same object* 

(b) A plan or top ^ew means the same thing no 
matter whether the drawing is in the first or third angle j 
limilarlj, an elevation or front view la the iame figure 
for either firat or third angle. 

(e) For any given object, upper edgeg or surfaces art 
visible in plan, and edges or faces on the front are visihle 
in elevation. 

(d) A line perpendicular to a plane of projection 
appears on that plane simply as a point* 

(e) A line is shown in its true length in any view, 
only when the line is parallel to the plane on which the 
view is drawn, 

(f) A plane surface is shown in its true size, only 
when it is parallel to a plane of projection^ 

(g) A surface perpendicular to a plane of projection 
is seen edgewise on that plane, and appears as a single 
line. 

(h) When one line is revolved about another line as 
axis, each point in the first line moves in a circle whose 
center is on the axis, and the plane of the circle is per- 
pendicular to the axis. 

(i) The length of a given line, or the size of a given 
surface, as seen in projection, is determined wholly by 
the angle which the line or surface makes with the plane 
of projection; the greater the angle made with the plane, 
the less the size of the projection. 

74, It win be found that the exercises given 
below will, if worked out, afford helpful practice 
in applying the principles of projection, 

Esercises in Projection 

Exercise 1 — Place in First Angle, Draw the 
plan and elevation of a square prism, with its 
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edges vertical, and with two of its faces at 30 
degrees with the vertical plane. The base of 
the prism is 2 inches square, and the length is 
4 inches. Show a circular hole 1 inch in diam- 
eter bored through from one end to the other. 

NOTE — ^Two positions are possible, for the face at 
30 degrees with V may be inclined either to the left or 
to the right. 

Exercise 2— Third Angle. Draw the plan 
and elevation of a prism of the same shape and 
size as in Exercise 1; but place the prism per- 
pendicular to V, and make two faces incline at 
60 degrees with H. Show the hole in the prism 
as before. 

Exercise 3— Third Angle. Draw the plan 
and elevation of a right circular cone with the 
base horizontal and the vertex down. The base 
is 3 inches in diameter, and the altitude is 4 
inches. Locate the base ^ inch below the H 
plane, and the center of the base 1% inches 
from V. 

Exercise 4— First Angle. Draw the plan 
and elevation of a regular hexagonal pyramid 
standing on its. base. Make the left-hand front 
edge of the base at an angle of 45 degrees with 
V. Each side of the base is to be V^ inches 
long, and the altitude of the pyramid is to be 
4 inches. 

Exercise 5— First Angle. Draw the plan and 
elevation of a rectangle placed parallel to V, 
with its long sides perpendicular to H. Make 
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the rectangle 4 inches by 2^4 inches. Cut off 
the upper right comer by a 45-degree line drawn 
through the middle of the top side. Now revolve 
the rectangle forward about its left-hand side as 
an axi3, through 180 degrees, and show the 
respective projections at the 30> 60, 90, 120, 150, 
and 180-degree positions. 

Exercise 6 — Third Angle. Draw the plan 
and the elevation of a pile of three blocks placed 
as follows t each one of the three blocks lies on 
its widest face; all of the blocks have their cor- 
responding edges parallel; the lowest block is 
on the H plane; the nest higher one is placed 
in the center of the top of the lowest one; and 
the top block is in the center of the second. AH 
three blocks are rectangular, and all have their 
long edges inclined at 60 degrees with V, back- 
ward and toward the left. The bottom block 
is 5 inches by 2^^ inches by % inch; the middle 
one is 4 inches by 2% inches by Y2 inch; and the 
top one is 3 inches by 2^^ iuches by Y^ inch. 

Exercise 7 — Construct a profile view of the 
blocks in Exercise 6, looking from the right. 

Exercise 8 — First Angle. Construct the 
plan and elevation of a rectangular prism 4 
inches by 2 inches by ly^ inches. The long 
edges are parallel to both H and V. Place the 
prism so that the lower back face makes 30 de- 
grees with H, 

Suggestion— The end or profile view mint 
bt drawn first* 
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NOTE— Two solutions are possible, since the lower 
back face may be taken either as the wide or the na^ 
row one. 

Exercise 0— Third Angle. Draw the plan 
and elevation of a right triangular pyramid, 
placed with its axis parallel to both V and H, 
with the apex at the left of the base. Locate the 
axis of the pyramid 3 inches from H, and 2^ 
inches from V. The axis is to be 4 inches long, 
and the base is to be an equilateral triangle 2 
inches on a side. Let the lower front edge of the 
base incline at 45 degrees with the horizontal 
plane. 

Exercise 10— First Angle. Draw the plan 
and elevation of a regular hexagonal pyramid, 
with its axis parallel to both V and H, and with 
its apex at the right of the base. Place the 
lowest comer of the base on the H plane, and 
make the lowest front edge of the base at an 
angle of 15 degrees with H. The axis of the 
pyramid is 5 inches long, and each edge of the 
base is 1^^ inches. 

Exercise 11— First Angle. Draw the plan 
and elevation of a rectangular prism 5 inches by 
2 inches by 1^^ inches, when the long edges are 
horizontal and are placed at an angle of 45 de- 
grees with y, backward and to the left. Make 
the lower front face one of the wide ones, and 
let it make an angle of 30 degrees with H. 

Suggestion^-An end view must first be 
drawn. 

Exerdie 12— First Angle. Draw the plan 
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and elevation of a right circular cylinder of 2 
inches diameter and 5 inches lengti. The cyl- 
inder is placed in a horizontal position^ making 
45 degrees with V, backward and to the right* 

Exercise 13— Third Angle, Make three 
drawings of a regular hexagonal pyramid of 
which the altitude is 4 inches, and the edge of 
the base 1^4 inches. In the first figure, make 
the plan and elevation showiog the base hori- 
zontal, and the apex above the base; and place 
the left-hand front edge of the base at 45 degrees 
with V. In the second figure, show the projec- 
tions after the pyramid has been revolved 
through 45 degrees about an axis perpendicular 
to V, so that the axis of the pyramid slopes 
downward and to the left. In the third figure, 
revolve the plan of the preceding figure through 
30 degrees clockwise, and construct the cor- 
responding elevation. 

Exercise 14— First Angle. Draw the plan 
and elevation of a right circular cone in three 
positions. The diameter of the base is 3 inches, 
and the altitude is 4 inches. In the first posi- 
tion, draw the plan and elevation with the cone 
standing on the apex, and with the base 
horizontal. In the second position, draw the 
plan and elevation after the cone has been re- 
volved through 60 degrees about an axis per- 
pendicular to V, so that the axis of the cone 
slopes downward and to the right. For the third 
position, revolve the plan of the second position 
counter-clockwise through 45 degrees about a 
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Tertical axis, and construct the corresponding 
elevation. 

INTEBSECTION AND DEVELOPMENT. 

75. Intersection. When two surfaces meet 
at an angle so that if either one were extended 
it would actually cut the other surface, the line 
of meeting is called the intersection of the two 
surfaces. 

The line of intersection may be straight or 
curved, according to the natm^e of the surface. 

Planes, as the simplest kind of surfaces, will 
be considered first. 

76. Development. By the term development 
is meant a figure showing the true size and 
shape of the surface of any given solid, when 
the surface has been rolled or spread out on a 
plane. A true development is obtained when all 
of the surface is made to coincide with a plane, 
without overlapping or folding. Such a de- 
velopment, when cut out of paper or thin sheet 
metal, and properly bent or rolled up, will 
reproduce the original solid. 

Some siu^faces are truly developable, and 
others are not. Among the former are all sur- 
faces composed of planes, as those of prisms and 
pyramids, all cylindrical, and all conical sur- 
faces. The most familiar solid which has a non- 
developable surface is the sphere. 

Intersection of Planes 

77. The intersection of two planes is evi* 
dently always a straight line. Familiar 
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examples of this kmd of mtersection are to be 
found on every hand* The edge of a box is the 
line of intersection of two adjoining sides, which 
are planes; the ridgepole of a pitch roof is the 
line of intersection of the two sides of the roof; 
and 80 on in great number. 

78, In Fig. 61, a triangular pyramid stands 
on its base, and several lines of intersection are 
shown. The slanting edges of the pyramid are 
the lines of intersection of the sloping faces. 




Wig, 6L Triangular Pyramid Intersected hr % FUae, 

Let X represent a plane seen edgewise. 
Then X is parallel to the H plane, and perpen- 
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dicular to V. This plane cutting the pyramid 
will intersect all of the inclined faces, giving 
thereby three lines of intersection. The plane 
X, seen edgewise in elevation, cuts the slanting 




Fig. 62. Showing Section 
Triangular Pyramid Out 
"by Plana* 

Fig. 63. Elevation and Plan of 

Square Pyramid Out 

Obliqnely l>y a 

edges in points a, b, and c; and these points are 
found in plan directly below on the correspond- 
ing edges. 

As the plane cuts edge 0-1 at a» and 0-3 at e, 
it will cut the face 013 in the line joining a and 
c; and, by joining point b with a and c, the other 
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two lines are determined, and the whole inter- 
section abc completed. 

Two features of the intersection should be 
noted: 

First, it is a triangle. This must always be 
the case when the pyramid is triangular and 
the intersecting plan cuts all three edges, even if 
the plane should not be parallel to iJie base. 

Second, the sides of the triangle abc are re- 
spectively parallel to the edges of the base of the 
pyramid. This parallel relation is due to the 
fact that the plane X in this case is parallel to 
the base. 

79, It may be proved by geometry that if any 
prism, pyramid, cylinder, or cone is cut by a 
plane parallel to the base, the intersection is 
always a figure like the base in shape, and 
parallel to it in position. 

80, Fig. 62 shows the same pyramid with 
the part above plane X removed, showing in 
plan the actual surface cut by the plane. 

81. Fig. 63 is a square pyramid standing on 
its base, and cut by a plane X, The plane X in 
this figure is oblique to H, but the intersection 
abed is found by the same process as before. 
Notice here, that while the intersection has as 
many sides as the base, it is not parallel to it. 

82. Fig, 64 shows a square pyramid in the 
first angle, intersected in a similar way by a 
plane X; it shows also the development of the 
P3rramid. 

Let us see how to construct the development. 
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Each sloping face of the pyramid is an isosceles 
triangle, and the base is a square; so the develop- 
ment will consist of four equal triangles and a 
square, joined together and shown in their true 
sizes. The pyramid may be considered to be 
placed with its vertex at o', the edge o-a at o'-a^ 
and the face oab in contact with the plane of the 
paper. Then the triangle oab must be shown 
in its true size at o'a'b'. 
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Fig. 64. Sanare Pyramid in First Angle, Intersected hy a Plane. 
Development of Pyramid Shown at Bight. 

It is then necessary to find the true length 
of the sides of the triangle oab. The H projec- 
tion o-b^ does not show the true length of the 
line; neither does the V projection o^-b\ Let 
the pyramid be revolved about its axis through 
45 degrees, so that o-b^ will move to o-b\. Then 
the line o-b will be parallel to V; and its pro- 
jection on V, when found, will show the true 
length of the line. In revolving, the apex will 



MECHAJ^ICAL DRAFTINa 



91 



not movej and the point b will stay on Hj hence 
b^j will be projected froni b\ to the plane of the 
base or the GL, and o^-b\ will be the true 
length of the line o~b. 

All of the sloping edges of the pyramid are 
evidently of the same length, and the edges of 
the base are shown in plan in their true lengths; 
80 the development may be constructed, laying 
down first the true size of the triangle oab, join- 
ing to the edge o'-b' the next face obC| and then 
in turn the other two faces. 

The square, representing the base, may be 
constructed on any short side, as at C-d', The 
most expeditious construction is to take a radius 
equal to o^-b'i, strike an arc through a' from 
center o', and on this are, with the dividers or 
compasses, step off the length a^-b*" four times, 
obtaining b', c% d% and a". These points are 
then connected and joined with 0', 

The lines on the development showing the 
intersection of the plane X are next found. The 
point 1, for example, will appear in development 
on the line o'-a' at its real distance from o'. 
This real distance from o may be found in ele- 
vation by drawing a horizontal line from V to 
cut o*-b*i in point l^i, thus determining o^-Vt as 
the real distance. The reason for this is that if 
the pyramid be revolved about its axis until O-a** 
takes the position o-b^i, the V projection will 
then coincide -mth o^-b^i, and the point 1 will 
appear on o'-b'i at the same height as before 
revolution, The length o^-l'i is then laid off 
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from 0^ giving r. The real length from o to 2 
is similarly found by a horizontal line from 2^ 
to 2^1. The lengths 0-4 and 0-3 are respectively 
equal to those of o-l and 0-2. The points 1', 2', 
3', 4', and 1" are then located and joined, tiius 
completing the required development. 

In connection with the construction for 
finding the true length of the line o-b, it should 
be remarked that it is not really necessary to 
think of the entire pyramid as revolving, for the 
same result is reached if the line alone be re- 
volved about a vertical axis through o. 
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88. A iqutre pyramid like that of Mg. 63, is 
again in Fig. 65, but intersected by a 
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plane Y perpendicular to H. Plane Y is there- 
fore 6een edgewise in plan. The points of inter- 
section a, b, and c are projected to the elevation 
and connected, thus determining the lines a-b 
and b-c. The plane in this position cuts two 
edges of the base and one sloping edge. 

In Fig* 66, the same pyramid is shown again, 
but with the corner cut off. This gives rather 
a clearer idea of the interseetionj or section, as 
it is called, cut by the plane Y, 




fig. er. ElffTfttion, Flu, md Ziid 7Itir of Btgiair FtftUfGiial 

PyramiiL 

84. A regular pentagonal pyramid, with ele- 
ration, plan, and end view, is given in Fig, 67. 
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The pyramid has its axis parallel to both V and 
H; hence its base is seen edgewise in both plan 
and elevation. The pyramid is placed in the 
first angle, and the end view is drawn first. In 
this view the base is drawn in its full size. From 
the end view, the front elevation and the plan 
are constructed, the elevation being a view in 
the direction of the arrow. 

The construction of the elevation of the 
pyramid should be apparent from the figure, 
and the plan is drawn by the principles of 
Article 66, which may be again referred to here. 
As the plan is a top view, the width of the base 
will be the same as on the end view. Hence the 
process is to project in the end view the comers 
of the base upon any horizontal line, as A-B, 
and transfer this line with its points of division 
to the position A'-B', directly below the base in 
the elevation. The apex o** may then be located 
and joined with the comers of the base l''2**3**4'^5\ 

Let X be a plane at right angles to the base 
of the pyramid. Then the plane in this position 
will intersect the three faces 0-1-5, 0-1-2, 0-2-3, 
and also the base of the solid. 

The plane cuts the edges in the points 
marked a, b, c, and d. These points may be 
found in elevation at the same height, by the use 
of the T-square. Point a, on the edge of the 
base, is located at a% point b on 0^-1^ and point d 
on the base at d^. 

To locate c^ however, it Is first necessary to 
find tf" in plan, then project for c\ The points in 



MECHANICAL DBAiTTlKU 



U 



the end view are projected to A-B at points a^, 
bi, Ci, and di; and these points are then spaced 
off in the plan at a\ bt, O2, and d\ The points 
b*" and c^ are then found by T-square lines on 
0-1 and 0*2 respectively, Tlie section is lined 
in considering the part of the pyramid to the 
right of plane X as removed. 

Intersection of a Plane with a Curved Surface 

85. It has been shown that the intersection 
of a plane with a pyramid or prism is found by 
connecting points in which the plane cuts the 
edges of the solid. In the case of a solid with 
a curved surface, as a cone or cylinder, the only 
edges are the base edges- There may, however, 
be straight or curved lines drawn on the surface, 
and the intersection of the plane with these lines 
be found, thereby locating points on the re- 
quired curved intersection. 

86. In Fig. 68 is shown a right circular cone 
standing on its base, and intersected by a plane 
X, which is at right angles with V. The base 
may be divided into any number of parts^ — in 
this case twelve — and the elements of the cone 
drawn, as 0-1, 0*2, 0-3, etc^ These elements are 
cut by the plane in points showing in elevation 
as a, b| c, etc-, and these points are then pro- 
jected to corresponding elements in plan. 

The points d and m are located in the plan as 
follows: Pass a plane Z through the points d 
and mt and parallel to the base of the cone. 
Then Z wiU cut the cone in a circle whose diam- 
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eter is z-y; and this cirde, lying on the surface 
of the cone, will evidently pass through the 
points d and m. The circle z*y is drawn in plan^ 
and, by its intersection with the elements 0-4 
and 0-10, fixes the position of the points d and 
m. A smooth curve drawn in plan through the 
points a, b, c, d, etc., is the projection of the re- 
quired intersection. The section is an ellipse, 
and its real size and shape are not shown in 
plan. 

We shall now proceed to the development of 




Fig. 68. Bight Oircalar Cone Out by Plane at Bight AniflM with V. 
Development Shown at Bight. 

the cone and the section cut by plane Z. The 
cone may be supposed to be placed with its 
vertex at V, and the element 0-1 at V-l'; the 
cone is then rolled imtil all of the curved surface 
has come into contact with the paper. As the 
cone rolls on the plane, the various elements 
will take positions such as o'-2', 0^-3',— 0'-6' to 
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0'-l"j and the edge of the base will develop into 
the ciirve passing through the points 1', 2', 3\ — 
1", As all of the elements of the cone are the 
same length, the points 1% 2% 3% etc., will all be 
at the same distance from 0'; that is, they will 
lie on the arc of a circle struck from 0' as center. 
The radius of the circle is the true length of any 
element of the cone^ as shown by 0-1 in eleva- 
tion- The positions of the points 2% 3% etc, are 
found by taking in the dividers the distance be- 
tween any two consecutive points of the base as 
seen on H, and laying this off from V twelve 
times. Lines joining these points with (K will 
represent the positions of the elements in 
development. 

As regards the development of the section 
cut by plane X, the diffei*ent points of the curve 
may be found on the elements by laying off from 
0' the true distance from the points of intersec- 
tion to the vertex 0* The distance 0-a in ele- 
vation is a true length, since 0-1 is parallel to V 
(Article 73, e). The point a^ is then located at 
once. The true distance of the other points from 
the apex may be found by projecting hori- 
zontally from the points in elevation to 0-1, on 
which line their true distances from are shown. 
These distances are then laid off fi-om O' on the 
respective elements; and a smooth curve drawn 
through the points will be the section curve 
required* 

Attention is called to the fact that the length 
of the developed base 1', 2% 3',— 6'— 1" is not 
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exact, since, in the first place, it is impossible 
with the dividers to measure exactly the length 
of a curve; and in the second place, because it is 
likewise impossible to apply exactly with the 
dividers any given distance along a curve. It 
should be said, however, that by taking points 
sufl&ciently close together a very good approx- 
imation indeed can be obtained. 

87. Pig. 69 shows an example of a cone stand- 
ing on its base and intersected by a plane Y 
perpendicular to H. 

Elements of the cone are drawn as before, 
except that it is unnecessary to draw any on the 





Tig. 69. Fig. 70. 

O0D6 Intersectad by Plane FerpeDdicular to H. 

further side of the cone. In plan, the elements 
are seen to intersect plane Y in points a, b, c, d, 
and e, which are then projected to the elevation 
onto the corresponding elements. It will be 
noticed that in elevation the points a and b are 
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quite a considerable distance apart; so two more 
elements are drawn in plan, one between 0-2 and 
0-3, and one between 0-5 and 0-6. These ele- 
ments determine two more points on the curve. 
The highest point c cannot be found in elevation 
by direct projection, but is located by a special 
construction, 

A circle with center is drawn on the plan 
passing through c. Considering this circle as 
lying on the surface of the cone> it will intersect 
all of the elements, and will lie in a plane 
parallel to the base. For convenience, the points 
in which the circle intersects the two outside 
elements, 0-1 and 0-7, are used, and projected 
to 0-1 and 0-7 in elevation; then the plane Z is 
the plane containing the circle, and c in eleva- 
tion is where Z cuts element 0-4. This section 
curve is shown in its true size and shape in ele- 
vation, and is known as a hyperbola, this name 
being given to the curve cut from any cone by a 
plane parallel to the axis- 

88. In Fig, 70 are shown the same cone and 
the same cutting plane Y; but the curve is found 
without the use of any but the two outside or 
contour elements 0-1 and 0-7. The highest point 
c is first determined as in Fig. 68. Other planes 
between Z and the base are then taken. Let 
W be one such plane. Plane W cuts a circle 
from the cone, the diameter of which is x-y* A 
circle with this diameter may then be drawn 
in plan, intersecting plane Y in points b and d. 
These points are in plane W, and hence are 
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located in elevation by projecting from the plan 
to plane W. Points on U and on as many other 
planes as may be chosen, are obtained in the 
same way. 




Fig. 71. 



Cone Out by Plane Parallel to One Element, Giving Curve 
Known as Parabola. 



Very often this method of construction is 
better than that of Fig. 68, on the score of accu- 
racy. By referring to Fig. 68, it will be seen 
that, owing to the steep inclination of elements 
0-3 and 0-5, when b and d are projected from 
the plan, their exact position on 0-3 and 0-5 is 
a matter of some uncertainty. 
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89, Auxiliary Planes. Planes such as Z, W, 
and U, in the last three figures, introduced to 
work out or facilitate some part of the solution, 
are called auxiliary planes. 

90. Still another form of curve results wheni 
as in Pig. 71, the cutting plane is taken parallel 
to one element- The plane X^ perpendicular 
to V, is parallel to the element 0-1. The plan 
of the intersection is found by the method of 
Fig. 70. The curve in this case is a parabola, 
in accordance with the definition of geometry, 
that **the curve cut from a cone by a plane 
which is parallel to one and only one element 
is called a parabola." 

The true si^e of the section may be found 
by a simple construction. The curve is evi- 
dently sjTumetrical with respect to a line d-i, 
which is the axis of the curve and is represented 
in its true length in elevation. If , now^ a view 
of the cm*ve be taken in the direction of the 
arrow, the true size and shape will appear. The 
actual distance between points c and e, for 
example — that is, the true width of the curve 
at that part — is shown in plan as the length 
C-e. The true widths b-f and a-g are similarly 
shown. It will be seen, then, that while in plan 
the true width of the curve at any part is shown, 
the real distances along the axis d-z are not 
there shown. For example, the distance from 
d to line c-e is not a true length. But these dis- 
tances along the axis are shown true length in 
eleiration, from d to c-e^ d to b-f, etc. 
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HencCi to show the true size of the curve as 
seen in the <^ection of the arrow, all that ia 
necessary is to combine the true lengths of the 
elevation with the true widths of the plan. 
Therefore, at any convenient distance, draw 
m-n parallel to d-z; project with the triangles 
from c, e, b, f, etc., at right angles to m-n; and 
make the widths Ci-ei, b^-fi, and ai-gi, equal 
respectively to c-e, b-f, and a-g, half of each on 
either side of the axis m-n. 

Intersection of a Plane with a Cylinder 

91. A right circular cylinder standing on its 
base and cut by a plane X perpendicular to V, 
is drawn in Fig. 72. The development of the 
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Tig. 72, Blgbt Cylinder Ctit by Plaie Ferpcndlcular to V. 
Development of Oylindex Sliown at ElgiiL 

cylinder ia also shown. As in the case of the 
plane cutting the cone, elements of the cylinder 
are drawn, and the points noted in which the 
plane cuts the elements. The base is here 
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divided into twelve equal parts, and twelve ele- 
ments drawn. The plan of the intersection will 
coincide with the plan of the cylinder, smce 
the whole convex surface is projected in the 
circle. 

Development of the Cylinder and of the 
Curve of Intersection. Let the cylinder be 
placed with point 1 of the base at point 1% and 
element A at A", on the plane of the paper. 
Now imagine the cylinder rolled on the paper 
until the entire cxirved surface has come into 
contact with the paper, and element A is again 
on the paper at A", parallel to A', The distance 
between A'' and A" is therefore the shortest dis- 
tance around the cylinder as measured around 
the base. 

As the cylinder rolls from A' to A", the base 
remains always in a plane perpendicular to the 
elements, and hence perpendicular to the plane 
of the paper. Therefore, as the cylinder is 
developed, the edge of the base rolls out in the 
straight line drawn from 1' perpendicular to 
A' and extending to A". The approximate dis- 
tance around the base is laid off in the develop* 
ment, by taking the chord of one of the equal 
divisions of the base, and spacing it twelve times 
along r-1", locating the points 2% 3',, , .6', . .1", 
Lines drawn through these points at right 
angles to the developed base, will be the devel- 
oped positions of the numbered elements* The 
lengths of the elements are taken directly from 
the elevation, since the true lengths are there 
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shown; and a straight line through the upper 
ends of the elements will be the development 
of the top of the cylinder. The development of 
the curved surface of the cylinder is therefore 
the rectangle as shown. 

The development of the section curve is 
obtained by locating the points a, b, c, etc., in 
the development on their respective elements, 
and at the true distance from the foot of the 
element. These* distances are all shown in the 
elevation, and consequently may be transferred 
at once to the development; and a smooth curve 
drawn through a', b',. . .6'. . .n'. . .a" will be the 
developed curve. 

Intersection of Solids 

92. Points on the intersection of solids — 
that is, on the intersection of their surfaces — 
are the i)oints in which lines of either surface 
intersect the other. 

93. Visibility of the Lines of Intersection. 
The intersection of two solids, viewed from any 
given direction, is in general partly visible and 
partly invisible. The rule for visibility is that 
visible parts of the intersection must alwajrs 
be the intersection of visible parts of each sur- 
face. Thus the intersection of the upper parts 
of two surfaces would be visible in plan; while 
the intersection of the upper side of one with 
the under side of the other would not be visible. 

94. Intersection of Solids Bounded by Plane 
Surfaces. When one solid of this class — as, for 
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example^ a pyramid — intersects another pyra- 
mid or prism, the intersection will consist of 
one or two figures bounded by straight lines. 
Points on such an interaection may be deter- 
mined by finding where the edges of either solid 
intersect or pass into the faces of the other, 

95. A square prism standing on its base, is 
intersected by a triangular prism with its axis 
paraUel to both V and H, Fig, 73. The end 
view at the right shows the left-hand end of the 
horizontal prism. The points in which the 
edges of the triangular jmsm intersect the faces 
of the other prism, will be shown at once in 
plan, since in plan the sm^faces of the square 
prism are seen edgewise. The edge 3-4 inter- 
sects the face adef at a point seen in plan as 
m^, and the V projection m^ is found in eleva- 
tion on 3''-4''. 

Similarly^ edge 2-6 cuts the same side adef 
at point n. Then the line m-n is the intersection 
of one side 2-3-4-6 of the triangulai- prism with 
the side of the square prism. In elevation, m-tt 
will be a visible Une (Ai'ticle 93). 

The nest edge, 1-5, evidently does not inter- 
sect the face adef, but cuts the adjoining side 
abgf . The face 1-2-6-5 must then cut both faces 
of the other prism in a broken Une, nmning 
from point n to the point in which the face 
1-2-6-5 cuts the edge a-f, and continuing from 
this point to point q on the face abgf. The point 
where the plane 1-2-6-5 cuts the edge a-f is found 
in the end view. In the end view, a part of 
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the edge a-f is shown as the T-square line a*-x. 
The plane 1-2-6-5 is seen edgewise in line V'2Ff 
and cuts bF-x at point o. 

The point o on edge a*f is at a distance a^-O' 
higher than the edge 1-5; hence the length 
a^'O' is laid off in elevation above 1-5, locating 
0\ The intersection of face 1-2-6-5 is the broken 
line n-o-q. In a similar way, the under side 
1-3-4-5 breaks around the edge a-f, the point r 
also being located from the end view. The 
figure mnoqnn is the intersection of the tri- 
angular prism with the left-hand sides of the 
vertical prism. 

By the same method, the intersection on the 
two right-hand faces is found to be the figure 
stuvw. The visibility of the intersection and 
of the edges of the solids, should be studied until 
perfectly understood. 

Development of the Prism. The square 
prism is shown developed at A, Fig. 73 (the 
ends are not shown in the development). The 
four sides of the prism are equal rectangles 
whose length is shown in elevation^ and width 
in plan. Beginning with face abgf, the devel- 
oped faces of the prism will appear as the four 
equal rectangles shown in the figure. 

Location of the Intersection on the Develop* 
ment. Beginning with face abgf, the points r 
and 0, which fall on the edge a-f, are located at 
the same distance from a as in elevation. The 
point q is at a perpendicular distance f*-q^ from 
the edge a-f, and at a distance above a-b equal 
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to the height x^-q^ as shown in elevation. The 
point q' is then located by means of these two 
distances, and then joined with o' and r'. 

Next consider the intersection tuvw on the 
face bckg. Points t and w are located at once 
on the edge c'-k' at t' and w'; and u and v are 
determined in position at u' and v' in the same 
way as for point q. 

It is essential to note that the distance of 
u' and v' from the edge c'-k' must be taken from 
the plan, and not from the elevation. The 
figure t'u'v'w' is the developed intersection on 
this face. 

For the next face, cdek, the points t' and 
w' are already found, and s' may be determined 
as already explained. On the face dafe, the 
intersection develops as shown at o"n'm'r". 

Development of the Triangular Prism. The 
triangular prism is developed at B, in the same 
figure. The method is similar to the preceding 
one, the distances of the points from the end 
of the prism being measured in either the plan 
or the elevation, and the distance from the long 
edges measured on the end view of the prism. 
The corresponding points have been lettered 
the same in both developments. 

96. Intersection of a Prism with a Pyramid. 
In Fig. 74 is shown a rectangular prism inter- 
secting a square pyramid. The pyramid stands 
on its base, and the prism has its edges but not 
its faces parallel to the H plane. 

In this case, none of the sides of either solid 
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are seen edgewise in either plan or elevation; 
hence another view is necessary. This view^, 
drawn at X, is taken in the dii-ection of the 
arrow so as to show the prism endwise; for in 
this position the faces of the prism are seen 
edgewise as straight lines, and the intersection 
may be determined in part as in the pre- 
ceding ease. 

In the projection X, the base of the pyramid 
is at right angles to the direction of the view 
that is perpendicular to the edges of the prism, 
and the height of the pyramid is the same as 
in elevation. 

In this esample, the edges of the pjTamid 
and prism have been lettered with capitals^ and 
the points when found have been numbered. 
The plan will be adopted of beginning at some 
point, and tracing the interacction around in the 
same direction until completed. 

Starting with the edge A of the pyramid, 
it is fotmd in view X to intersect faee FE of 
the prism at point 1, and 1^ and 1' are located. 
Next, B cuts the same face FE in point 2, and 
1 and 2 are joined in plan and elevation, the Hue 
1-2 being visible in plan and invisible in eleva- 
tion. The next edge of the pyramid, C, does 
not cut the face FE. There must, however, be 
an intersection of FE with the side BO of the 
pyramid, since FE cuts the edge B at 2. 

Let it be imagined for a moment that faee 
FE is extended in width so that C cuts it at 
m, then a line joining 2 and m would be the 
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intersection of FE with side BC of the pyramid* 
The imagined widening of FE would not alter 
the direction of the intersection, but only the 
length, so the portion 2-3 of 2-in is the actual 
intersection wanted. 

It should also be noted that point 3 is where 
edge E intersects the face BC of the pj^-amid. 
The intersection is continued on BO by the 
intersection of face EJ of the prism, running 
from 3 to where J cuts the face BC, This point 
on J is found in this way: If a plane parallel 
to the base be passed through J, it will cut the 
pyramid in a square parallel to the base (Arti- 
cle 79); and one comer of the parallel square 
is shown in view X as n' on C; and line S on 
face BC, and parallel to the edge of the base, is 
one side of the square. The edge J intersects 
line S (see view X), and, as line S is on face 
BC of the pyramid, this point (4) is where J 
cuts the face of the pyramid. Point 4 is then 
connected %vith 3, 

Similarly, by the use of line T, edge G is 
found to pierce the face BC at point 5, which 
is the next point of the intersection. The 
remainder of the intersection is found in the 
same way. The visibility in plan and elevation 
is detennined as previously explained (Article 
93). 

In projecting the points from the plan to 
the elevation onto the edges B and D, it is diffi- 
cult to determine the exact V projectionSj owing 
to the steep slope of B and D. The position of 
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the points in elevation, however, may be tested 
by observing that in view X the perpendicular 
distance of any point from the base is simply 
the height of the point, and the height of the 
point in elevation should be the same. 
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XbttiBoetion of Oixcnlmr Oylindflr with an Irregiilar 
Fonr-Sided Prism. 



97. Intersection of a Cylinder with a Prism. 
^g- 75 represents the intersection of a circular 
cylinder and an irregular four-sided prism. 
The two are placed in the first angle, the prism 
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gtanding on its base and the axis of the cylinder 
parallel to both V and H. 

The intersection in this ease will consist of 
three curved Unes^ one on face AB, one on BO, 
and the third on CD. The cylinder may be con* 
sidered as piercing the prism, and points will 
be found in which lines on the cylinder intersect 
the faces of the prism. 

As the cylinder, strictly speaking, has no 
edges parallel to its length, lines or elements 
may be drawn on the cylinder by the aid of the 
half end view shown at the right. This half 
end view is sufficient because the intersection 
dn the upper half of the cylinder will be per- 
fectly symmetrical with that on the lower half. 
The semicircle is now divided into some num- 
ber of equal parts, say six, by the points E, F, 
Gt, etc., to M; and these points, when projected 
over to the plan in T-square lines, become ele- 
ments of the cylinder. These elements are at 
different distances above the center of the cylin- 
der, as shown in the end view. Element F is 
at a height F-s above the horizontal center plane 
of the cylinder; element G, at a height Gt-t; 
and so on. The elements may then be drawn 
in elevation by making them at their respective 
heights above the center. These elements are 
all on the upper half of the cylinder, but a cor- 
responding set should be drawn on the lower 
half, by spacing similarly below the center line* 

It is now a simple matter to find in the plan 
the points where the elements of the cylinder 
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cut the prism, then to project to the elevation 
and obtain the required curve. This construc- 
tion is similar to that of Fig. 73. When pro- 
jecting the points of intersection from the plan, 
as for example the point where P intersects the 
face AB of the prism, the point on the under 
side of the cylinder, on F^i, should also be 
located at the same time. 

It is always important, in such an inter- 
section, to find the points in which the cylinder 
cuts the edges of the prism — ^in this case B and 
C; and if the elements L and O did not happen 
to pass through B and G, additional elements 
would have to be drawn through B and C, in 
order to determine their exact points of inter- 
section with the cylinder. 

Notice carefully the visible part of the inter- 
section, which is in accordance with Article 93. 

98. Intersection of Two Curved Surfaces. 
In Fig. 76, a cone standing on its base is shown 
intersecting a cylinder with its axis parallel to 
both V and H. At the left, A is the profile view 
of the cone and cylinder, showing the right- 
hand end of the latter. This view A shows the 
relative position of the cone and cylinder, and 
would be drawn first if the figures were to be 
drawn from given data. 

The distance X-y, for example, is the dis- 
tance that the axis of the cylinder is in front 
of the axis of the cone as shown in plan. 

From the position of the solids as shown in 
this view, it may be seen that the intersection 
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will consist of a single closed curve. If, how- 
•ver, the cylinder were smaller and shown in 
end view entirely within the cone, then there 
would be two separate curves. 

As the cylinder is shown endwise in this 
profile view, the method of solution will be to 
draw lines or elements on the cone, and find in 
the profile view where they intersect the cylin- 
der. These points of intersection may then be 
transferred to the plan and the elevation. 

A number of elements of the cone are drawn 
in view A, as o-a, o-b, o-c, o-d, and o-f , o-a and 
O-f being the extreme left-hand and right-hand 
elements which have any contact with the cylin- 
der. These elements are next drawn in plan 
by laying off the distances d^-a', d'-b^, d'-C, etc., 
from 0^ along the line X-Y. Through these 
points on X-Y, lines drawn perpendicular to 
X-Y locate points f^ f\, c^ c^i, h\ and b\, and 
the elements are then drawn through these 
points and o\ 

The elements may now be drawn in eleva- 
tion. The intersection in this ease will be ex- 
actly symmetrical in plan and elevation with 
respect to the line o-a. This is because each 
element in view A, except o-a, represents two 
elements equally spaced on either side of O-a — 
as o-c and o-Ci, o-b and o-bi; and so on. 

The points of intersection on the right-hand 
half are numbered from 1 to 9 inclusive. Points 
1 and 9 are projected with the T-square from 
view A to element o-a in elevation; points 4 
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and 6, to element o-d and also to element o-di 
in elevation, thus locating points on both halves 
at the same time ; and other points are found in 
the same way- 

With the exception of points 1 and 9, the 
points are then projected directly to the plan 
onto the corresponding elements of the cone. 
Points 1 and 9 are transferred directly from 
the end view to the plan, theii' horizontal dis- 
tances from the axis 0*'-d^ being laid off in plan 
from 0^ along X-Y. 

Points m and n, where the curve in plan 
touches the outside element of the cylinder, 
might be found the same way as the other 
points. That, however, would require in view 
A an element drawn very close to 0-f ; so another 
construction is used. In view A, the center 
plane S of the cylinder will contain both outside 
elements K and L, and will cut from the cone a 
circle S of radius r-t. This circle S is then 
drawn in the plan, and its intersection with E 
gives the points m and n required. This latter 
construction might be used, if desired, in find- 
ing the entire intersection. 

Development of tiie Cyliiider* Beginning 
with the element L, which passes through point 
10, and placing 10 at lOi, the outline of ttie 
cylinder is developed as a rectangle, as in Fig. 
72, except that, instead of making a new divi- 
sion of the base into equal parts, the points 
already found are used. Thus the poitits 9, 8, 
7, 6, etc., are taken from the end view, and 
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spaced off at 9i, 81, 7i, etc., in the development. 
The arc between 1 and 10, Fig. A, is divided 
into three equal spaces. The right-hand end of 
the cylinder is made the lower side of the 
development. 

Development of the Curve of Intersection. 
The points of the intersection are located sym- 
metrically on either side of X-Y; so X-Y is 
drawn on the development at X'-Y', at the same 
distance from the end of the cylinder as in plan. 

Beginning with point 1 on X'-Y', the dis- 
tances from X-Y of the other points, 8, 7, 6, etc., 
are measured in the plan; and then, in the 
development, these distances are laid off on the 
corresponding elements, both above and below 
X'-Y', thus obtaining at once both halves of the 
developed intersection. 

Approximate Developments 

99. Of curved surfaces, it may be said in 
general that only those can be truly developed 
which contain straight lines on their surfaces, 
and which, in addition, when brought into con- 
tact with a plane, will touch in only one 
straight line. 

100. It is possible, however, to construct for 
non-developable surfaces one or more figures 
which will have nearly the same total area as the 
given surface, and which, when properly joined 
and bent or curved, may be made to assimie 
nearly the shape of the original surface. Such a 
figure is called an approximate development. 
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Easential Pnneiples of Intersection and 
Development 

101* Wlien a plane cuts one or more lines, 
an edgewise view of the plane will determine 
the various points of intersection. 

102, If a cone, cylinder, pyramid, or prism 
be cut by a plane parallel to the base, the section 
will always be a figure parallel to the base and 
similar to it in shape. 

103, The intersection of a plane with a 
curved surface is deteiTtiined by means of the 
points in which the plane cuts lines on the sur- 
face. These lines may be either straight or 
curved, according to the nature of the surface. 

104, The intersection of two surfaces is 
determined by means of the points in which 
lines on either surface intersect the other. 

105, For the intersection of two surfaces, 
the points are first found in the projection which 
shows an end view of one of the solids. Two 
such end view^s may be necessary, 

106, A development shows the true length of 
any line, straight or curved, which lies on the 
given surface- 

107, A right circular cone develops into a 
sector of a circle, in which the radius is equal 
to the length of an element of the cone, 

108, A right circular cylinder with both ends 
parallel will develop into a rectangle, whose 
length is that of the cylinder and breadth is 
equal to the circumference of the base, 
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PRACTICAL PROBLEMS 

109. We shall now make some applications 
of the principles of intersection and develop- 
ment to the solution of practical problems. 

PROBLEM 1 

Given Cross-Section of Gutter, and Pitdi of 

Roof, to Find Cross-Section of Rake 

Moulding which will Miter 

with Gutter 

Let the cross-section of the gutter be as 
shown in A% Fig. 76A, and let the slope of the 
roof be 30 degrees. The angle of miter, as given 
in the plan, is 45 degrees. Lines drawn from 
a^, b^ c% and d% parallel to the pitch of the 
roof, will represent edges of the raking mould- 
ing, these same edges being shown in plan 
parallel to the V plane, which may here be con- 
sidered as the end wall of the house. 

To find the cross-section of the moulding is 
an application of the principles just studied. 
A plane cutting the moulding at right angles 
to its length will show the true cross-section 
required. 

As the edges of the moulding are parallel 
to V, the cross-section plane will be perpen- 
dicular to V, and will be seen edgewise on V. 
It may be taken at any convenient distance from 
the gutter, as in the position X-Y. This plane 
will intersect the edges drawn from a, b, etc., 
in the points n, m, p, and t. Since the surface 
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between p and t is curvedj it will be necessary 
to make use of lines drawn on the curved sur- 
face, starting from points such as 1, 2, and 3 




ng. 704. nndiiig Crosft-Seetloii of Moulding to Miter wltli Qutler. 

on the cxirved outline of the gutter. The plane 
X-Y cuts these lines at the points % r, and 0. 
The plan of the section cut by plane X-Y is 
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not the true size and shape, since plane X-T 
is not parallel to H (Article 54). 

If plane Z represents the plane of the end 
of the house, then the edge of the moulding 
drawn through d is in this plane; and the other 
points of the cross-section, m, p, q, etc., stand 
out from this plane the distances which are 
shown in plan from m^ to Z, from q^ to Z, etc. 
Hence, if plane X-Y be revolved about an axis 
in plane Z, the distances from Z, as m^-5, n^-6, 
q*-7, and so on, will revolve at right angles to 
X-T; and when the plane of the section coin- 
cides with Z, the distances will show on Y in 
their true lengths at m^-m', n^-n', etc. This 
process worked out for each point will give 

n', m', p' V as points on the outline of the 

section as seen lying on V, and hence shown in 
its true size and shape. The back edge n'-s^ 
may be drawn at any convenient angle. The 
figure n', m'. . •r'. . .t^ is therefore the required 
cross-section. 

If , in a problem like this one, the miter is 
at the usual angle of 45 degrees, there is a very 
short construction as follows: Let the horizon- 
tals c^-11, r-12, 2M3, and 3^-14 be drawn. The 
line r-12, for example, is equal to 1*'-15''; and, 
as the miter is 45 degrees, 1*'-15*' is equal to 
d'^-15^ that is, r-12 is equal to d'*-15\ Hence, 
if the distance r-12 is taken and laid off from 
q^ at right angles to X-Y, the point q' on the 
true size will be determined. 

In the same way, it may be seen that V-10 
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is equal to m^*m' ; 2"- 13 to r-r, and so on- Hence 
the short construction for finding the true 
cross-section is to draw the horizontals b^-10, . • 
1^-12 . - - 3''-14, and lay off these distances from 
X*Y as shown, 

PROBLEM 2 

To Constnict the Development of a Sheet-Metal 
Moulding 

Pig. 76B shows a moulding mitered at both 
ends. The eleTation is given complete, and the 




Fig. 76B* Moulding Mitered At Both Ends. 

plan shows the miter at the left end. The sur* 
face of the moulding is partly curved, and partly 
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plane. To make the development, proceed 
according to the principles of the development 
of a cylinder, under Article 91. 

Since the moulding is symmetrical at both 
ends, a center line X-Y, from which to take 
measurements, is drawn in elevation. The given 
moulding miters with two others at right angles 
to it on miter planes at 45 degrees; hence the 
three mouldings are alike in cross-section. The 
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. Fig. 760. Development of a Sheet-Metal Moulding. 

curved outline at either end of the given mould- 
ing must represent the true shape or end view 
of the other moulding, as each other moulding 
is perpendicular to the given one. The curved 
outline at either end is then also the true cross- 
section of the given moulding, and the width 
of the developed moulding will be equal to the 
length of the line a, b,. . .6,. . .k. 

The development is drawn in Fig. 76C, where 
X'-Y' represents the position of X-Y, and the 

width r 9^ is equal to the length a, b,. . .6 

. . .k. The lines c-c, d-d, e-e, and h-h are lines 
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drawn on the curved sunace in order to get the 
development. 

The distances a-b, b-c, c-d, d-e, and so on, 
to the point k, are then laid off along X'-Y', 
giving the points 1\ 2%. _5',, _9'j and through 
these points, lines are drawn indefinite in 
length and perpendicular to X^-Y'. On these 
lines, the half-lengths 1-a, 2-b, etc-, taken from 
Fig* 76B, are laid off, locating the points a'a\ 
b'V, cV, up to k'k'. These points, when joined, 
give the ends of the required development. 

PICTORIAL DRAWING 

110, Graphical representations which give 
more or less of a picture effect, are sometimes 
very useful adjuncts to practical drafting. 

To the untrained eye, such a drawing — of a 
building, for example — conveys a much clearer 
idea than plans and elevations. The same would 
be true of any other complicated structure* 
These pictorial di'awings are of various kinds, 
as perspective, oblique projection, and isometric 
drawing. Of these three kinds, the first alone 
is the true picture drawing showing the actual 
appearance of any object as seen by the nat- 
ural eye. 

Unfortunately, however, the principles of 
perspective, while not difficult, are harder to 
acquire than those of oblique projection or 
isometric drawing, and the process of construct- 
ing an accurate perspective drawing is longer 
and more tedious. 
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It is also true that in many cases the some- 
what distorted isometric or oblique projections 
will supply to the mind all the pictorial assist- 
ance that is necessary. The present section of 
this treatise will deal principally with isometric 
drawing and oblique projection. 




Fig. 77. Penpectiye View of 
Oabin. 





Fig. 78. Isometric Drawing of 
Cabin. 



B 
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Fig. 79. 



0bU<|iie Projection of 
Cabin. 



Fig. 80. 



o 

Isometric 



111. For the sake of comparison, the same 
cabin has been shown in Figs. 77, 78, and 79, in 
tlia three different ways. Fig. 77 being a per- 
■pectiya view; Fig. 78, an isometric drawing; 
And Fig. 79, an oblique projection. In all three 
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Tiews, the vertical edges of the cabin are drawn 
as vertical lines, and therefore paralleL 

In rigs. 78 and 79^ all the other lines and 
edges which are actually parallel in space are 
drawn as parallel lines; but in the perspective 
of Fig, 77, the other lines which are really 
parallel in space are drawn as converging 
lines — as, for example, the edges of the roof and 
the ridge, the top of the doorway, etc. 





Fig, 81. Simple Isometrle Bep- 
leaenUtion of a Cube. 



Jig* 82. ninstratliig Direction 

of View fer Isometric 

Drawing of Cubo in 

Tig. 81. 



Isometric Drawing 

112, The principles of isometric drawing are 
best illustrated by reference, first, to a simple 
rectangular object as a cube or square prism. 
In such a solid there are three sets or systems 
of parallel edges; and in the simplest isometric 
drawing, these edges are drawn in three fixed 
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directioxis, respectively parallel to what are 
called the isometric axes. These three axes are 
shown in Fig. 80, B vertical, and A and at 
30 degrees with the horizontal. 

In any isometric drawing, lines parallel to 
the isometric axes are drawn in their true 
lengths. 

113. The simplest isometric representation 
of a cube is shown in Fig. 81, except that ordi- 




Fig. 83. 



Fig. 84. Isometric Drawing of 

Post and Sill, Showing 

Mortise and Tenon. 

narily the dotted edges are omitted. All of the 
edges in this figure are full-length, and are 
either vertical or at 30 degrees with a hori- 
zontal. The drawing represents the cube in the 
position of Fig. 82, with the view taken in the 
direction of the diagonal of the cube, as indi- 
cated by the arrow. That that is the direction 
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of the view, is shown in Fig. 81, from the fact 
that the lower back comer of the cube is directly 
behind the upper front comer a. 

The isometric view may be taken through 
either comer a or c, but always in the direction 
of a diagonal of the cube. Note that while the 
edges are shown in their true lengths, the angles 
are not shown in their true size. 

Isometric drawing is especially appropriate 
for showing framing, mortises, tenons, etc. 

114. A simple isometric is given in Fig. 83, 
where a piece of joist is shown ready for halving 
together with two other pieces. 

115. The isometric of a post and sill, show- 
ing a mortise and tenon, is drawn in Fig. 84. 

116. To Draw an Isometric from a Given 
Plan and Elevation. Let A^ and A^ Fig. 85, be 
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Fig. 85. Drawing an Isometric of a Miter Box ttom Given Plan 
and Elevation. 

the elevation and plan of a wooden miter box, 
and let be chosen for the lowest comer of the 
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isometric. Then the horizontal edges of the box 
will be 30-degree lines in isometric; the vertical 
edges, vertical lines; and the real lengths will 
be shown (compare Pigs. 81 and 82). Then, 
from (y draw a 30-degree line to the right, equal 
to the length; one to the left, equal to the width; 
and one vertical, equal to the given height. 

The rest of the box may then be drawn, 
showing the thickness of the bottom and sides. 
The 45-degree saw-cut c-d, as shown in plan, is 
transferred to the isometric by simply laying 
off from r and e' respectively the distances f-c 
and e-d, and joining (f and d' across the top of 
the box. The vertical cut showing on the sides 
of the box is then drawn in. 

117. Simple rectangular objects, as those of 
Pigs. 83, 84, and 85, can usually be drawn at 
once from given dimensions without reference 
to plan or elevation. In more complicated cases, 
however, the plan and elevation are generally 
desirable, and often they are necessary. 

118. Non-Isometric Lines. Non-isometric 
lines are those which cannot be shown parallel 
to the isometric axes. This classification em- 
braces oblique straight lines and also curves. 

An oblique line may be located in isometric 
drawing, by fixing the position of the ends of 
the line by co-ordinates; and the isometric of 
a curve is made by locating a sufficient nimiber 
of its x)oints in isometric by means of co-ordi- 
nates, and then drawing a smooth curve through 
these points. 
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119. Fig. 86 shows plan and elevation of a 
priBmatic block with two faces cut o£f obliquely. 
To construct the isometric, let d be taken as 
the lowest corner of the isometric, and located 
at d'. The base may readily be drawn with the 
edges as 30-degree lines. The lines b-c and a-f 
are oblique, and cannot be drawn in isometric 
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rif . 86, Prismatic Block with Two Faces Cut Off Obliquely. 

at the same angle. Point c may be located at 
once, since d-c is a yertical line* Point b 
is located in projection by means of the 
horiEontal distance d^-bi, and the vertical height 
brbt 

These lines will show parallel to the isomet- 
ric axes, and may be laid off in their true 
lengths. HencCf from d\ lay off d^—bs, equal 
to d'^-bS and erect the vertical line ba-b', equal 
to bi-Vj thus locating point h\ 

The point a^ is determined in a similar way 



T« 



UEt'EAyiCAL DBAPTIXG 



bv DWiLns^ od tihe co-ortimates d^-«s, equal to 
dr-*v and a-^- ec^ial :o ai-*\ The left-hand 
side mav th<;xi be ^:oc:pI«?^:ed. Next the SO-degree 
ed)CW from a\ b^. c^. md d- are made equal to 
the thickxie<$« and uhe ed^res of the back then 
drawn in ;ind rlie uscmeorio completed. 







V2K\ IV draw ii wedge-shaped block in iso- 
uirtriw ivlVr to Wj:. ST. Ulic bci^e is drawn in 
iNomotrio as Ivfoiv. :uul the vertioiil edges may 
W \ln\\\n iuimovtiaroly. obrairung ^x^ints h\ e\ 
vU\ Tlio iHMiit c* is Uvatovl iu isometric by 
uirniw of thrw iV-oi\Uiwtos or distances, taken 
fiHMu tlio inx^jootioiL Finsir, tho horizontal dis- 
liinoo »^ n. laid otY nt a'-n': soooud, another hori- 
««Mitnl Ulstiuuv c' n dn\wn at n'-c.: and third, 
tlu* vortlonl Ueijrht Ci-c\ laid off at c-c^ The 
iHiliit 0* is tluis tixiHl in iH>^tion by the three 



MECHANICAL DKAFTING 



133 



co-ordinates parallel to the isometric axes. The 
rest of the figure may then be easily finished. 

121, Isometric of CErved lines. Points in 
the isometric of circles or other curved lines, 
are also determined by means of co-ordinates 
parallel to the isometric axes. 

122. A cube having one circle traced on the 
top and another on the front, is given in Fig. 
88, Taking at 0', the isometric of the cube 
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is drawn. The circles will then be constructed 
in the top and the left front side. 

Taking first the smaller circle in the top, 
divide it into any number of equal parts, as 
eight in the figure. The points might be located 
by means of co-ordinates from the front edge 
Brh of the square; but it is better to refer them 
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to the horizontal center line of the circle (8-1), 
which, when produced, is the diameter m-n of 
the square. Next draw the other diameter of 
the square passing through 4-5. The two diam- 
eters are drawn in the isometric, and points 1 
and 8 are located on m^-n^ by laying off d^-1* 
and d^-8^ equal to the radius, and points 4' and 
5' are then found on the other diameter at the 
same distance from the center d\ 

In the plan, lines 2-3 and 6-7 are parallel to 
the diameter 4-5, and will be shown parallel to 
4^-5^ in isometric. From the center d^ mark 
off on m^-n^ the distances d^-e^ and d^-f^, equal 
respectively to d-e and d-f ; draw 2'-3' and 6'-7'; 
and lay off both ways from e^ the distance e-2, 
thus fixing 2' and 3'. The same distance is laid 
off from f S locating 6' and T. 

The ellipse, which is the isometric of the 
circle, is then drawTi through the points. The 
axes of the ellipse will lie on the diagonals of 
the isometric square. 

The larger circle in the vertical face of the 
cube is similarly constructed, using the hori- 
zontal diameter p-r and the ordinates as shown 
in the figure. The axes of this ellipse will like- 
wise lie on the diagonals of the face of the 
cube. 

123. Isometric of a Vertical Cylinder. The 
plan of the cylinder is shown at A, Fig. 89. The 
first step is to circumscribe a square about the 
circle, with the sides respectively parallel and 
perpendicular to a T-square line. As this is a 
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plan of the cylinder, the sides of the square will 
be 30-degree lines in isometric. 

Let be placed at 0'^ and the isometric 
square drawn. The circle of the base is then 
drawn as in the preceding ease. From each 
point in the base, vertical lines are drawn equal 
to the desired length of the cylinder, thus locat- 
ing points OB the circle of the upper end. The 





Fig. 89* Drawing IflOmetrlc of % Vertical Cylinder. 

two vertical lines on the outside will be tan- 
gent to the bases, and wiU form part of the 
outline. 

124. Isometric of a Cone, Let it be required 
to draw a right circular cone with its axis hori- 
zontal If the axis is horizontal, the base will 
be vertical Hence, draw an elevation of the 
base at A, Fig, 90, and circumscribe a square. 
Let be placed at 0' and taken as the lowest 
corner of the isometric. As A is an elevation, 
two sides of the square are vertical lines, and 
must be so di'awn in the isometric- The iso- 
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metric circle is then drawn as before, using the 
diameters of the square and the given co-ordi* 
nates. 

A line drawn from the center of the base at 
30 degrees to the left, will represent the axis. 





Fig. 90. DrawlDg a Cone in Isometric 

which is perpendicular to the plane of the base. 
On this axis the desired altitude of the cone is 
laid off, locating the apex b'. Lines drawn from 
b' tangent to the base, complete the view of the 
cone. 

NOTE — ^Although only eight points have been used 
for the circles in the given figure, for larger figures or 
for more accurate results more points would be necessary. 

125. The isometric of a wooden bracket is 
shown at B in Fig. 91. At A are drawn two 
views — ^the front elevation, and the left side 
elevation giving the thickness. The isometric 
is constructed as shown in the figure. 
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Oblique Projection 

126, Oblique projection differs from isomet- 
ric drawing in that one face of an object is 
usually represented in its true size and shape 
as if parallel to the plane of the drawing, while 
the edges perpendicular to this face are drawn 
at any convenient angle, as 30, 45, or 60 degrees, 
either to the right or left. 

In Fig. 92 are shown the three angles of 
inclination for the case of a cube. 

Cavalier or cabinet projection is the term 
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Fig. 91. Drawing the Isometric of a Wooden Bracket 

applied to oblique projection when the 45-degree 
inclination is used. 

The lines in oblique projection correspond- 
ing to the isometric axes, are as shown in Fig. 
93, one vertical, one horizontal, and one oblique 
(in this figure 45 degrees)- Any line or edge 
which can be drawn in oblique projection paral- 
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lei to the 45-deg;ree line, will be shown in its 
true length. 
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Fig. 03. Lines in OUiq^e Pro- 
jection Correiponding to 
Isometric Axes. 




Pig. 92. Showing Angles of 
Inclination in Oblique Pro- 
jection of a Cube. 



Pig. 04. Joists witb Ends Out 
for Halving. 



This system of representation is perhaps a 
trifle simpler than isometric, since not only all 
lines parallel to o-a or o-b are shown in their 
true lengths, but also all lines parallel to the 
plane of o-a and o-b. 

On account of this property, an oblique pro- 
jection is often more easily made than an iso- 
metric — as, for instance, in the case of circles 
or curves which lie in a plane parallel to the 
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plane of the drawing. Lines which are neither 
parallel nor perpendicular to the plane of the 
front face of the object, must be located by 
means of properly chosen co-ordinates, as in the 
case of isometric. 





Fig. 90. Moulding to ObUquf 
ProJecUoiL 

Fig. 95. Sqnar© Poat Partly 

Cut Away on Front 

aitd BiduB, 

127. Two pieces of joist with the ends cut 
for halving together, are shown in Fig, 94, All 
of the edges are either parallel or perpendicular 
to the plane of the front face, and ai*e therefore 
shown true length, 

128. Fig, 95 shows a square post> with parts 
eut away on the front and side, 

129. A short piece of moulding is repre- 
sented by oblique projection in Fig. 96, The 
curves of both the front end and the back end, 
ar^ shown in their true size and shape. From 
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mu±L a drawing: a plan and deTatuu wa^si 
noifiSij be mziatrueted. 

120. An arch witii a fkev face is shown in 
|>laa and elevation in Fig. 97. This ease will 
ilhwtrate the tif^ of co-ordinates in the cc»- 
jrtrcu!txon of the obliqne projection. As the £ront 
faee of the arch which is projected in the line 
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Flf. 97, Arch with Skew Faee. 

a*-l^ is not horizontal, it will not be shown true 
size in the oWique projection, and the various 
points must be determined by co-ordinates. 
First draw through z** a horizontal line, and 
produce a'^b* to meet it at o**, and take the posi- 
tion of 0* at 0' for the oblique projection. Then 
Q^W represents oV. 

Next, a' is located on the 45-degree line 
through 0^, at a distance equal to oV. The line 
joining a^ with f is the base line of the face of 
the arch. 

To locate the front faces of the arch stones, 
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proceed as follows: Point c' may be found 
immediately by making the vertical line a'-o' 
equal to a*c', and a vertical through t of the 
same length will give one corner of the left- 
hand stone* It is desirable to locate the remain- 
ing corners with reference to the center line 
through I'l since the points are symmetrically 
located on either side. 

The next point d^ together with the sym- 
metrical point on the left side of the arch» is 
at a distance from the center line equal to 1-2, 
This distance is in the plane of oV, and so will 
be laid off in its true length at l'-2'. Next, the 
point d is at the perpendicular distance 2**-d^ 
from the vertical plane of o*'2^, and this distance 
will appear as the 45-degree line through 2% 
locating a point m' on the base line of the front 
face of the ai'ch. The point d' is then found in 
a vertical line through m' at a height equal 
to m^d\ 

Next in tmn, e' is located by the vertical line 
through d'; and f found by the co-ordinates 
l»^_3h^ 3^_n^, and n^-f\ 

The rest of the corners are located similarly. 

Since parallel lines must show parallel in 
oblique projection, the lines p'-r, e'-f, s'-t', 
c'-d\ u'-x', and a'-z' should all be parallel. The 
long edges of the stones are drawn back at 45 
degrees, their lengths being taken directly from 
the plan. 

As the back end of the arch is in a plane per- 
pendicular to the length, it follows that if it 
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were all drawn in, it would be of the ezaet Biae 
and shape of the given eleyation. 

In fact, a more direct method of construction 
for the oblique view would be to construct the * 
back end first, true size and shape; then, from 
each point, draw lines forward at 45 degrees, 
with lengths equal to the lengths in plan. This 
short construction, of course, would not be ap- 
plicable if the back face had any other direction. 

131. The reader should work out the follow* 
ing exercises for himself. 

Exerdses f or Fractioe 

(a) Draw an isometric view of a circular 
cylinder 2 inches in diameter and 4 inches long, 
placed with the axis horizontal Show the ele- 
njients of the cylinder running backward and to 
the right. Show a square hole % inch in 
diameter cut through the center of the cylinder 
from end to end. 

(b) Draw the isometric of a regular hex- 
agonal pyramid when the base is in a vertical 
plane. Take for the lowest comer of the 
isometric^ point as indicated in the elevation, 
Fig. 98. Make each edge of the base V^ inches 
long, and the altitude of the pyramid 4 inches. 

(c) Make the isometric of the stairs shown 
in Fig. 99, taking as the lowest comer of the 
isometric. Scale, i/^ in.=l ft. 

(d) Make the isometric of the moulding 
shown in cross-section in Fig. 100, taking as 
the lowest comer. Make the length of the 
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Fig. 08. Elevation of Hex- 
agonal Pyramid witb 
Base Verttcal. 
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Fig. 99. Stairway. 




Fig. 100. OroBs-Sectlon of Moulding. 



144 



MECHANICAL DBAFTING 



moulding 8 inches. This may be drawn half- 
size, if desired. Before drawing the isometric, 




Fig. 101. Fnistiim of a Cone. 

the section must be drawn from the given 
directions. 

(e) Draw in oblique projection a right cir- 
cular cone standing on its base. The diameter 




Fig. 102. End View of Wooden 
Bos. 



Fig. 103. Metal Batbtnb. 

of the base is 2 inches, and altitude is 4 inches. 

(f) Make the oblique projection of the 

frustum of a cone, which is shown in elevation 
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in Fig. 101, The axis of the frustum is 3i^ 
inches long- 

(g) Draw the oblique projection of a 
wooden box, of which an end view is shown in 
Fig, 102, The length is 12 inches. The box, 
including the cover* is made of y§"inch stock, 
with the ends nailed onto the sides, and the bot- 
tom nailed to the ends and sides. Make the 
drawing one-quarter size, 

(h) Draw in oblique projection the metal 
bathtub shown in Fig, 103, disregarding the 
thickness of the metaL Show the length hori- 
zontal, and the width at 45 degrees. Scale 1 
ineh=l ft, 

PRACTICAL DRAFTING 

The Draftsman's Qualifications 

132, Before taking up the subject of work* 
tog drawings, a few words may be said concern- 
ing the draftsman himself. 

There are draftsmen good, bad, and indif- 
ferent. There is the man who apparently has 
no concern about his employer's interests, yet 
perhaps wonders why his salary does not in- 
crease- Another type is the man who, although 
able to make mechanically an excellent draw- 
ing, is nevertheless but little better than an 
animated drafting machine. He can make a 
drawing when he has explicit directions to fol- 
low; but alas for the drawing when there is to be 
a little brain supplied I 

Last and best is the real draftsman— the one 
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who 18 alive and alert, and whose hands and 
brain work in conjunction. He is well-grounded 
in the theoretical principles of his work; he is 
the man who knows the **why/' He must be 
painstaking and ready to learn. Sloppy and 
careless work is inexcusable in a draftsman. 
As has been said by a leading architect of the 
young man just entering the profession, "He 
must be prepared to draw heavily on his common 
sense.'' He must learn to use his time with dis- 
crimination. In many cases, time spent in 
securing great accuracy or fine finish in a 
drawing is time wasted. 

The x>osition of draftsman, if successfully 
filled, may often be the stepping-stone to some- 
thing better. The one who is best serving his 
employer's interests, and thereby fostering his 
own, will not be content to do or know only what 
is absolutely required. He will broaden his 
mind and increase his own value by acquiring 
some knowledge of related lines of work. He 
will, in short, be prepared so that when a 
vacancy occurs higher up, he will be just the 
one to receive the promotion. 

133. Employer's Point of View. The man 
who makes his business a success necessarily 
looks at the commercial value of the draftsman's 
work, and very soon learns who is making good, 
and who may be relied on. In these times of 
strenuous competition, the margin of profit is 
often narrow; consequently the employer will 
advance those who make his success possible, 
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and dispense with the services of those who have 
no interest beyond their own salaries 

WORKING DRAWINGS 

134. A working drawing is one which is de- 
signed for actual use in the shop or field. It is 
the drawing which goes out from the drafting 
room, and whieh conveys to the mechanic or 
builder instinctions as to the machine, bridge, 
building, or other construction which is to be 
made. It must contain aU the different views 
and dimensions necessary to enable the work- 
man to go ahead and construct the thing 
required 

In order that the drawings may be readily 
understood by the mechanics, they must be made 
in accordance with customary drafting practice. 

135. Detail Drawings; Assembly Drawings. 
For objects of more or less complicated struct- 
ure — as buildings or machines — two kinds of 
drawings are necessary: the detail drawings, 
showing different parts separately; and the 
assembly drawings, showing the object as a 
whole. 

If drawings are required of some object 
which is already constructed, in order that dup- 
licates may be made, then preliminary drawinp 
or sketches are first made. Dimensions and 
measurements are made directly from the 
object, and placed on the preliminary drawings 
or sketches. It is especially important that 
these sketches shall contain all necessary views 
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and dimensions, as the object in question may 
be miles away from the drafting room, and the 
sketches are the draftsman's sole guide when 
making the final drawings. 

For making these sketches, the draftsman 
should have a pad or notebook of cross-section 
paper, one or two triangles, a compass, a two- 
foot rule, and a pair of calipers. 

When an object is to be made for the first 
time, the design is first prepared by the engineer 
or designer from a consideration of the neces- 
sary relations between the different parts and 
the requisite properties of the same. The head 
draftsman may then take the design, and work 
up the necessary details to a i)oint where the 
drawings can be finished by the other draftsmen. 

136. An important requirement which should 
be kept in view in making working drawings is 
clearness. The drawing should have but one 
meaning. To this end, enough views must be 
given, so that for the object represented no un- 
certainty shall exist as to its shape and 
proportions. 

These different views should be placed near 
enough together, so that they may be readily 
compared, but not so close that there will be any 
tendency to confusion. When certain necessary 
information cannot be conveyed by the drawing 
alone, explanatory notes must be given on the 
same or another sheet. 

137. Kinds of Lines. Drawings are easier 
to read, and the meaning is made clearer, by the 
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iise of several Idiids of lines, differing according 
to the purpose for wliich the line is to be used. 
Hie conventional types of lines for various pur- 
poses are shown in Pig, 104, The fuU line and 
the dotted line should bo of the same width; the 
center line, dimension line, and construction line 
should all be of the same width, and narrower 

DOTTEO i^/N£. -^ 

Cmr^T^f^ L/^sfE ^ 

DiMBNSfON LfNE 

EXT£NSiQN Unb -^ 

Shade, L/nb ^^^^^^^^^^^^^-^ 
COAf^r/^ucTJON Line — 

Tig* 104. CoHYentlonftl Lines Used for Various Pnrposes In 
Medianical Drafting. 

than the first two; the extension line should be 
fine, and the shade line heavy. 

For the broken lines, there is no standard 
length for the long or short dashes; but for a 
neat and properly made drawing, the short 
dashes of the so-called dotted line should be of 
equal length; and sicnilarly, for all the broken 
lines, the like dashes when repeated should be of 
uniform length. 

Many draftsmen are careless about their 
dash and dotted lines, with the result that their 
drawings are very likely to have a slovenly 
appearance. 



160 MECHANICAL DBAFTINQ 

138. Shade Lines. These are heavy lines, as 
shown in Pig. 104, appUed to certain parts of 
the drawing. They are used principally for the 
Hftko of imparting character and relief to the 
flffures. Shade lines are not essential, and in 
some drafting oflfiecs are dispensed with almost 
altogether. They do, however, give to a draw- 
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Fig. 106. 

nioBtratiiig Use of Shade Lines. 

*^^tf a certain finish which would otherwise be 
'ttcking, and in some cases materially assist in 
^Huking clear the object represented. 

How Shade Lines are Used. Theoretically, 
**Juide lines are the lines or edges which separate 
'^K^t from dark surfaces; practically they are 
ai)plied to certain lines of the drawing according 
t*> u conventional system. Shade lines are ap- 
l^Hed only to lines which represent edges of an 
<^bject; and, in the system most generally 
adopted, the right-hand and lower edges in both 
plan and elevation are the shaded lines. 

Examples of Shade Lines. In Fig. 105 is 
shown a stick with rectangular pieces projecting 
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up from the surface. The right-hand and lower 
edges of the stick are shaded in both views ; and 
in the plan, the right-hand and lower edges of 
the two uprights are also shaded; while in the 
elevation, only the right-hand edges are made 
shade Hues. 
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Tig, 107. Tig, 108, 

niiistf ating ghadlof of Girclea. 

Fig. 106 represents the same stick with holes 
instead of uprights* Notice, in the plan, the 
change in the position of the shaded edge. This 
is in strict coufoimity with the rule, since the 
upper and left-hand edges of the opening are 
the lower and right-hand edges of that portion 
of the object It is in cases like these that shade 
lines have practical value in assisting to make 
clear the actual meaning of the drawing. 

Shading of Circles. The shade line of a circle 
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always begins and ends on a 45-degree line, as 
shown in Fig. 107 and 108, the 45-degree line in 
this position marking the division between what 
may be called the lower and right-hand edge 
and the upper and left-hand edge. The shade 
line begins at the extremities of the 45-degree 
diameter, with the same width as the unshaded 
part, and graduaUy increases in width. This 
smooth and pleasing effect is produced by 
drawing the other 45-degree line, a-b, shifting 
the center c slightly to C, and, with the same 
radius, drawing over the part to be shaded. 

The excess width of a shade line over the 
ordinary line is generally placed on the outside 
of the area inclosed by the figure. Exceptions 
occur when the placing of the shade line in this 
position would unduly distort the figure or tend 
to produce a jagged effect. 

139. Blue-Prints. The form in which a 
working di'awing goes out from the office to the 
shop, or field, or wherever the actual construc- 
tion is to be made, is the blue-print. The steps 
which lead up to the final form of blue-print are: 
first, pencil drawing; second, tracing; and third, 
the blue-print. Sometimes the second step is 
omitted, as will be explained later. 

Assuming that the preliminary sketches are 
made, a scale at which the drawings are to be 
made is then chosen. The particular scale to be 
used is determined by various considerations. 
The drawing should be on a scale large enough 
so that the different views and dimensions mav 
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be clearly read; but, on the other hand^ they 
should not be unnecessarily large and unwieldy. 
Various scales are used in engineering and 
machine work. Sometimes certain parts or 
pieces are dra\^Ti greater than full size. In this 
country, common architectural practice is to 
make drawings at a scale of 14 in*=l ft,, with 
details at % in,^l ft., and also details at full 
size. 

The scale decided upon, the center Hnes of 
the various views are laid out, the outlines 
blocked in, and then the details supplied. 
Where the different views are on the same sheet, 
the constructions of each should be carried on at 
the same time. 

The pencil drawing may be made on brown 
duplex paper^ on thin white bond, or on tracing 
cloth. No matter which kind is used, the lines 
should be bold and distinct; and to this end, the 
pencil used should be not harder than 3H, and in 
some cases softer* 

The Tracing- If the penciling is done on the 
duplex paper, a tracing is next made, This is 
done in ink on the tracing cloth, which for this 
purpose is tacked on the board over the draw- 
ing. Some draftsmen prefer to ink on the dull 
side of the tracing cloth; and some, on the side 
with the glossy finish. In either case, the sur- 
face should first be rubbed over with powdered 
chalk, in order to remove all grease from the 
surface. The chalk must then be brushed off, 
and the surface is then ready for the ink. In 
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case the pencil drawing is made on the bond 
paper or on the tracing cloth, it may be inked 
directly, and no separate tracing is required. 

A common fault with beginners is to make 
the lines on a tracing too fine. In order to 
secm^e a good blue-print the lines on the tracing 
must be fairly heavy. This is also true of letters 
and numbers. 

The Blue-Print. The blue-print, which re- 
produces the original drawing with white lines 
on a blue ground, is obtained from the inked 
tracing or inked drawing, and is made on a sheet 
of specially prepared white paper which may be 
bought ready for use. One side of the paper is 
rendered sensitive to the light by means of a 
chemical coating. 

To make the print, the tracing or inked 
drawing is placed face up on the sensitized side 
of the prepared paper; the two are put in a 
printing frame, and exposed to the sunlight or 
a powerful electric light. The light acts on the 
prepared surface, changing it to a permanent 
blue color except where the surface is covered 
by the inked lines. The time needed for the ex- 
posure will vary according to the intensity of 
the light and the speed of the paper — from less 
than a minute to half an hoiu^ or more. 

After exposure, the print is taken from the 
frame, and placed in a tank of running water, 
which dissolves and washes away the parts of 
the coating that were protected by the inked 
lines above, but which has no effect on the parts 
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that have been acted upon and fixed by the 
action of the light. The sheet is next taken from 
the tank, hung up to dry, and is then ready for 
use. 

140. Dimensioning. Dimensions are usually 
placed on a drawing so as to read from the bot- 
tom and from the right hand. Clearness is of 
great importance in d i m ensioning; and on this 
account, if for no other reason, the figures 
should be plainly made and heavy enough so as 
to stand out somewhat from the drawing. There 
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Pig. 109* Correct and Incorrect 

Methods of Indlca^tlng 

Dimensions. 



Fig. IIQ. Good and Bad Meth- 

oda of Indicating Frac- 

tional DimenfiiOTB. 



must be no confused tangle of dimensions; 
dimension lines should not needlessly cross, and 
the dimensions must be separated enough so as 
to be clearly read. Arrow-heads are used at the 
ends of the dimension lines (with one or two ex- 
ceptions), to show exactly between what two 
points or lines the given dimension applies.. 

Dimensions are expressed on a drawing in 
inches, or in feet and inches, depending upon the 
distance and also on the choice of the draftsman. 
In some drafting rooms, dimensions up to two 
feet are expressed as inches; and above that, in 
feet and inches. In others, any distance over 
twelve inches is indicated in feet and inches. 
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Where the dimension is stated in feet and 
inches, a short dash should always be placed be- 
tween the feet and the inches, that no mistake 
may be made in reading it. Fig. 109 shows the 
upper dimension correct, written with the dash; 
and the lower one wrong, without it. The dash 
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111. moBtrating Use of 
Ezteiision Lines. 
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Fig. lis. One Metbod of Dimen- 
sioning Diameter of Oylinder. 



Fig. 112. Use of Extension Lines 
in Dimensioning a Circle. 

line between the arrows is the dimension line. 

Fig. 110 illustrates a good and a bad way of 
showing a fractional dimension. The line of the 
fraction should always be parallel to the dimen- 
sion line, never inclined. 

Extension Lines. In Fig. Ill, the short-dash 
lines extending above the figure at either end 
are extension lines. Extension lines are used 
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for the extension of lines between which a 
dimension is to be placed, so that the dimension 
may be given outside of the figui-e. In this way, 
confusion is often avoided. Extension lines are 
also often used in dimensioning a circle or cir- 
cular piece, as shown in Fig. 112. Fig. 112 also 
shows the circle dimensioned inside. 

Where a whole circle is drawn, the diameter 
should always be given, rather than the radius ; 




y^ 




Tig. 114. Fig. 115. 

Methods of Dlmensionitif Arcs of Circles. 

and the dimension line should pass through the 
center. 

If , as in Fig. 113, the diameter of a roimded 
piece, as a cylinder, is given elsewhere than on 
the end view, the d im ension figure should be 
followed by D or Dia. (for *' Diameter"), 

Where an arc of a circle is given, indicate 
the radius instead of the diameter, as showna in 
Mgs. 114 and 115. Where there is sufficient 
room, the center of the arc should be enclosed in 
a small fi-eehand circle, and the dimension 
placed between the center and the arc as in Fig, 
115; otherwise the length of radius should be 
given as in Fig. 114, followed by the letter B to 
denote ''Radius.'* 
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When an arc is given, use only one arrow- 
head 

When a number of holes are equally spaced 
around a circle, give the diameter of circle pass- 
ing through centers, as in Fig. 116, If the holes 
are all of equal size, it is sufficient to give the 
diameter of one or two. 
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Fig. 117. BraaUiic la Two to 
Show Ovar-AU Plmwirtoiw. 
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Fig. 116. DliiieBSioiiing Holes 

Eiinfti^y Spaced around 

% Oirde. 



Fig. 118. Halflnch Bolt» with 
Dimensioiis. 

Besides the necessary dimensions of all the 
different parts of the object represented, the 
extreme outside dimensions should usually be 
given. These are known as over-all dimensions, 
and should be given so that the workman will 
not be obliged to add the several dimensions in 
order to obtain the required size. If a very long 
piece is to be shown, it may be represented as 
broken in two, and therefore drawn less in 
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length than would otherwise be necessary, the 
dimension being given as if the whole length 
were sho\\ra (see Fig, 117). 

Distribution of Dimensions, Where there 
are several views of an object on one sheet, the 
appearance will be improved and the drawing 
will be easier to read, if the dimensions are dis- 
tributed among the different views. In any 
ease, however, w^here there would be likelihood 
of error, the same dimension should be placed 
on more than one view- 
Dimensioning of Bolts, Por a bolt, one 
view — showing the length — is all that is re- 
quii^ed. Fig, 118 show^s a half-inch bolt with 
all the necessary dimensions. In addition to 
the diameter of the bolt, the thickness of the 
head, and the length imder the head, there 
should also be given the length of either the 
threaded or the unthreaded portion. The num- 
ber of threads per inch should also be briefly 
given — as 10th, 12th, etc, as the case may be. 
For a bolt with a hexagonal or an octagonal 
head, the abort diagonal is given. If the head 
of the bolt were round, D would be substituted 
for HEX; if square, SQ would be used, etc* 

141. Finished Surfaces, When metal sur- 
faces are to receive a smooth finish in the shop, 
the edge view of the surface is marked on the 
drawing with an italic F, as shown in Fig. 119, 
If all of the surfaces ai'e to be finished, a note 
is made, '*F all over.** 

142. Duplication of Parts. If two or more 
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parts or pieces are to be made exactly alike, 
as bolts, pins, rods, etc., one figure is drawn and 






— 








Fig. ,119. Method of Indicating Finiah for Metal Surfaces. 

dimensioned, and a note added: "Make 2 (or 
8, or 10, etc.) of this,'' specifying the desired 
number. 

Sections 

143. It is often convenient, and sometimes 
necessary, to take a plane cutting through the 
object, remove one portion, and show the cut 
surface, or section. This may be necessary in 
order to give a clear idea of interior or hidden 
parts, whether the object be a small piece, or 
an office building, or a masonry structure. It 
may sometimes be inconvenient to show the 
external shape of an object by an end view; 
and in such a case a section, placed as in Mg. 
120, may be shown instead. The shape and 
proportions of a fluted column may also be well 
shown in section, as in Fig. 121. 

144. Cross-Hatching. When sections are 
made on a working drawing, it is customary to 
distinguish between the various materials rep- 
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resented, especially in the case of metals, by 
a system of one or more sets of parallel lines 
covering the sectioned surface. The surface 
treated in this way is said to be cross-hatched. 
In the matter of cross-hatching, there is no uni- 
versally accepted standard for all substances; 
and indeed, in some drafting rooms, the kind 
of hatching is arbitrarily chosen. 

When, on a working drawing, different ma- 
terials are shown in section, they should be dis- 




Fig. 120, One Method of iDdi- 
cating Sliape by Sections, 





Tig* 122* Method of Crow- 

Hateliliig Sections of Ad- Fig. 121, Section of a Fluted 
joining Parts. Coltmm. 

tinguished by cross-hatching; and somewhere 
on the sheet, there should be placed smaU blocks 
of the kinds of cross-hatching used, giving the 
names of the materials which they are intended 
to represent • When, in section, two adjoining 
parts are shown, the cross-hatching on the two 
parts should run in different directions, as in 
Fig. 122, 

Mg, 123 shows blocks of cross-ha^tching as 
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used for some of the common substances with 
which the draftsman has to deaL 

On architectiural working drawings, stone 
and terra-cotta are represented in section, and 
also in plan and elevation, as shown in Fig. 124. 




oksr/iiOAi yNf^riRON copper brass 
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TERRACOTTA CONCPETC "HOOD WOOD 

OR FiRE BRICK W/^E ReiNPORCS- L0N6ITUD- CROSS 

MENT. it^^i^ SECTiON SCCTiON 

Tig. 123. CoiiTeiitioiial BepresentatiaiiB of Common MaterialB of 
ConslfucUoiL 

If, in architectural drawings, colors are used, 
they may be chosen as follows: 

Brick Light red. 

Concrete Payne's gray, mottled. 

Glass New blue. 

Old work Gray or black. 

Slate Indigo. 

Steel and iron Pmssian blue. 

Raw mnber or Payne's gray. 
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Terra-cotta ... Burnt umber. 

Wood ,..,,* Yellow ocher. 

LETTERING OF DEAWINGS 

145- The lettering on a woridng drawing, 
while not the most important feature, neverthe- 
less demands some attention. The appeai-anee 
of an otherwise good di'awing may be quite 
spoiled by poor or inappropriate lettering. The 
letter for practical use must fii-st be legible, and 
it must admit of being rapidly and easily made. 




STONi: 



T^RRA COTTA 



ng. 124. 



Ccmveiitlonal BtpTeseutatioiiB of Stone and Terra. 
Cotta on ArcMtectoral Drawings. 



A very considerable difference exists between 
the styles of letters used in engineering and 
machine drawing practice, and those used in 
architects^ offices. 

Figs* 125 to 128 inclusive are examples of 
good, plain letters for engineering and machine 
drawing- This style of letter is known in 
machine drawing as the Gothic. The inclined 
letters are especially suitable for notes on the 
drawings. 

For architectural working drawings, a style 
of letter is nsed which is derived more or less 
directly fi'om the Roman capitals. This style 
of letter, of which examples are shown in Figs, 



ABCDEFGHIJ 

KLMNOPOR 

STUVWXYZ 

1234567890 



Tig. 125. 



abcdefghijkimn 
opqrstuvwxyz 



Tig. 128* 



/JKLMNOPQ 
R STUVWXYZ 



Fig. 127, 



abccfefgh/jk/mn 
opqrs tuw\/jcj/z 

Pig. 128, 

Branplee of Ooo4 PUm Letters Suitable for Snglneftiitig iM 

Macbine Dtiwini^ 

164 



MECHANICAL DRAFTING 



ia5 



129 and 130, admits of a freer and easier treat- 
ment than do those usually found on machine 
drawings. 

Spacing- Whatever the style of letter used, 
the general effect will be marred or improved 
according as the spacing is bad or good. For 
the coiTect spacing, no hard and fast rule can 

ABCDEFGHIJKLMN 
OPQEnJTUVWXYZ 

aabcdefghijklmno 
pqrjtuvwxyz 

Fig* 130. 
Fomi of Letter Suitable for Architectural Working Drawings. 

be given; but it may be said in a general way, 
that the letters should be so placed that the 
area of the spaces between them should be about 
equal. 

The amount of time that can be devoted to 
lettering a working drawing, is in general com- 
paratively small; so the bulk of the lettering 
is done freehand, except on important titles for 
particular work, where some instinimental con- 
struction may be used, A careful study of the 
letters given in the figures, coupled with pains- 
taking practice, will put the beginner on the 
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road to facility in makiiig the yarious letter 
forms. 

Working Drawings for Building Ckmstmction 

146. These, as already stated, are usually 
drawn to the scale of y^in. = 1 ft., with details 
at % in. = 1 ft., or full size. 

The number of drawings required for the 
building of a house necessarily varies somewhat 




OATH QOOM 



3INGLE DOO/2 



DOUBLE SWiNG DCQQ 



LAUNDJ^y 7V33 



Fig. 131. Conventional Metliod of Bopresenting Some Common 
Details of Constrnction oo Working Drawings. 

according to its character. There should be, 
however, plans of each floor, including the roof 
and the basement or foundation plan. There 
should be also as many elevations and sections 
as may be necessarj^ fully to explain the con- 
struction. Plans of the different floors, showing 
the framing, may also be required. 

For particular details, such as cornices, win- 
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dow casings^ balusters, mouldings, etc-, it is good 
practice to draw the details at full size. Iso- 
metric and pei-spective are also often very 
helpful in the case of complicated details- 
Conventional Eepresentations. In Fig. 131 
is shown the usual manner of representing on 
a working drawing some familiar details. 

147. Working Plans for a Residence- In 
Figs. 132 to 139 inclusive, ai^e shown the work- 
ing plans for a two-family house. 

Fig. 132 is the basement or cellar plan* 
Notice the over-all dimensions, and the dimen- 
sion lines drawn as faint full lines. It is 
often the custom on tracings for blue-prints to 
draw construction or dimension lines with a 
narrow^ full, red Une, The red line prints much 
fainter than the black. Observe also the use 
of the conventional representations for the 
stonework, the windows^ and the single-swing 
doors. 

In the first and second floor plans. Figs. 133 
and 134, the arrangement of the rooms is the 
same. The door between the dining room and 
pantry is one of the double-swmg kind, as indi- 
cated on the drawing. The stairs up to the 
third floor are above the ones dowTi to the firsts 
Notice that here confusion is avoided by the 
irregular break in the stairs, and by the use of 
the arrows with the w^ords '^tJp'' and *^Do\^ti,'^ 
Observe that the center lines of the windows 
are located from the walls of the house. 

In Pigs. 136 to 139 inclusive are shown four 
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elevations. Care should be taken to compare 
the different views to see that Fig. 137 is the 
left side elevation, and Fig. 138 the elevation 
of the right side. The elevations are to show 
the distances between floors, arrangement of 
windows and sizes of glass, and in general the 
exterior finish, as shingles, siding, etc. 

For these drawings a separate roof plan was 
not required. 

STBTJGTUBAL DBAFTING 

148. By structural drafting is meant the 
drafting of the iron and steel framework which 
enters so largely into the construction of the 
steel bridge and the modem office or commer- 
cial building. 
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Fig. 140. Steel Angles with Even and Uneven Legs. 

It is impracticable within the limits of the 
present work to enter into any extended dis- 
cussion of the theoretical and practical ques- 
tions which arise in connection with this 
subject; and it is therefore the intention to 
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present only the elementary principles and 
fundamentals, with examples from actual prac- 
tice. Equipped with this understanding of the 
essentials, the draftsman should be able to 
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Fig. 141. 



CHANNO. 

Fig. 142. 
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Fig. 144. 



Fig. 143. 

BepresentationB of Steel Sliapes. 

readily fall into line with the practice in any 
particular drafting room. 

The various pieces which are used in steel 
building construction are largely of certain 
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Btandard shapes and sizes which are rolled in 
the mills. Types of the usual elementaiy forms 
are shown in Figs. 140 to 144. These views show 
the pieces endwise, thus representing the actual 
shape. The Migles, Fig, 140, mth even and un- 
even legs, are made in various standard sizes, 
and are listed in the handbooks issued by the 
various steel companies. 
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Fig, lia. Tig. 149. 

Fonns of Eiveted Colmnns. 



Fig. 150. 



Solid and Built* Up Members. The beams, 
girders, and columns may be of one piece, or 
composed of some of the elementary parts 
riveted together. Thus a beam or girder may 
be of the I-beam style, Fig, 141, in one solid 
piece; or it may be formed as in Fig* 146, of a 
plate and four angles riveted together. 

Angles (Fig, 140), chaimels (Fig. 142), 
Z-bars (Fig. 143), and plates (Fig. 144), are 
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the elementary parts most used in the construc- 
tion of built-up girders and cokonnB. The 
I-beam is commonly used as a beam or girder, 
while the uprights or columns are usually of 
the built-up variety. 

Pigs. 145 to 152 show in section some of 
the common forms of riveted columns. These 






rig. 151. Fig. 152. 

PomiB of BiTeted Golmmu. 

columns, as sho\^Ti in the figures, are variously 
made up of angles, plates, channels, Z-bars, and 
lacing or lattice-work. The light lines of Figs* 
145 and 148 indicate lattice- work or lacing (see 
Mgs. 153 and 154) ; and the heavy lines of the 
other figures are plates. Fig, 145, for example, 




163, Fig. 154. 

Tj^^ of Lattlc^-Wotk or Lacing. 

is the section of a column composed of four 
angles latticed together. Fig. 147 represents 
a column formed of four angles riveted to a 
middle plate and reinforced by two other plates 
at the top and the bottom. In these figures, 
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the narrow spaces left between the members 
which are riveted together are for the sake of 
showing the arrangement more clearly, and of 
course do not mean that such spaces exist on 
the actual colunm. 

Rivets and Bolts. In fastemng the various 
steel shapes together, rivets or bolts are used. 
When bolts are employed, they are generally 
square-headed, with V threads, and are repre- 
sented in the customary manner (see ** Dimen- 
sioning of Bolts, '^ imder Article 140). 

Eivets are very largely used for fastening 
together the different members of a built-up 
beam or column, and for making connections 
with other beams. The hole for the rivet is 
made from V32 inch to Vie inch larger than the 
rivet. Eivets are driven hot, the metal being 
forced to fill the slightly larger hole. Riveting 
is done in two ways, by hand and by machine. 




Fig. 155. Machine-Driven 
Bivet. 



Fig. 156. Hand-Driven Bivet 



Mg. 155 shows a machine-driven rivet; and 
Fig. 156, one driven by hand. As far as practi- ' 
cable, riveting is done in the shop, and this is 
known as shop riveting; some riveting, how- 
ever, must necessarily be done at the place of 
construction, and this is known as field riveting. 
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On the drawing, the rivets to be shop-driven 
are shown in position with the heads drawn; 
while for those to be riveted in the fields only 
the holes are shown^ blacked in. This distinc- 
tion is illustrated in Fig. 157, which is taken 
from a working drawing of one end of a bridge 
strut. This strut is composed of four angles 
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Fig. 157. muatratliig Method of IndicatlBg 81u>p aM Flold 

BiTets. 

laced together, like the colimin shown in section 
in Fig< 145, two angles at the top, and two at 
the bottom. The blank cii'cles at the ends of 
the lacing bars, and those at the ends of the 
angles, are the heads of the shop-driven rivets, 
while the black holes are for the rivets which 
are to be driven in the field • These latter rivets 
are those by which the strut is to be fastened in 
position. 

Besides the general distinction between 
shop-driven and field-driven rivets, other differ- 
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ences are made in the drawing to denote the 
kind of rivet-head. The conventional manner 
of indicating the kind of head to be made on a 
rivet is shown in Figs. 158 and 159, which are 
according to the standard of the American 
Bridge Company. 

It will be seen that the distinguishing 
feature for field riveting is the small blackened 
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Fig. 161< Metliod of Indicating Equal Spacing of El^ftts. 

circle, while all of the different heads for the 
shop rivets are left light. A small inner circle 
invariably stands for at least one countersunk 
head* On the side or end view of a structural 
shape, if the rivet is to be driven in the field, 
the rivet-hole is shown black, as in Fig. 160, 

When a line of rivets is to be located with 
equal spaces between, it is better to express 
the spacing as in Pig. 161, rather than to repeat 
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many times the same dimension* In case the 
total distance does not divide evenly by thi 
number of spaces, the total distance may be 
given, and also the number of equal spaces 
required. 

When the side view of an angle or channel 
is shown, the flange is represented by two paral- 
lel lines — both fuU, if the flange is on the near 
side; and one or more dotted, if the back of 
ttie shape is shown (see Fig. 162). A similar 
practice obtains if the other shapes are shown. 

Details of a Vertical Post. Fig, 163, from a 
dramng of the Pittsburg Bridge Company, is 
the plan and elevation of a vertical post for a 
steel bridge. The post is made up of four 
angles laced together. The angles are fastened 
together at the ends by tie-plates, which, like 
the lacing bars, pass between the angles and are 
riveted to them* On the plan (the upper 
figure), the number (4) of angles used is given, 
together with the size, 3 in, by 2^/4 in. by ^4 ^^^ ! 
the symbol for angles is used, instead of the 
written word; and the total length of the angles 
is given. The hole for the 3-inch pin is located 
from each end of the pin-plates; and its distance 
from the further end of the angles is also 
shown. 

The expression '^50 Alt. Spaces © 6'^^= 
25'-0"/' lettered just above the elevation, means 
that fifty alternate spaces between rivets, each 
space equal to six inches, amounts to a total 
distance of twenty-five feet between the first 
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Tb» At^tkvlz illistrates aetsal dnftm^* 
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^A nrpr^A^XiTi^ the angles, the manner of 
Iv^atin^r the rivet centers- the giving of the over- 
all UfTiftih of the ^Ti^\f^. and also the distinction 
iMftw^fTj the shop- and the field-driren rivets. 
Am^jrdinsf to the drawing, all of the rivets are 
to have full head% both sides (see Figs. 158 
and V/Jj. 
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It would be a commonplace to insist on the 
advantage to all property o^Tiers and to all 
classes of workers engaged in building construc- 
tion, of a knowledge of the principles of archi- 
tectural design. It is equally important that 
they should know how to read and interpret 
intelligently the working drawings that are the 
guides to the details of actual construction^ and, 
if need be, to make these drawings themselves. 

GENERAL REQUIREMENTS 

The first impression given by a set of draw- 
ings applies as well in Architecture as in any 
other line of work. So often we hear it said, 
**It certainly makes a good impression/' Apply- 
ing this same principle to architecture^ let us 
consider a few general requirements in order 
to finish a set of plans in ehe best manner, and 
also have them appeal to a person not familiar 
with architectural work. 

The drawings should be complete in every 
respect- They should be fully dimensioned 
with plain figures; all material plainly marked 
by arrows; each room named^ for the sake of 
reference; and the various parts of the work 
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carefully explained by explanatory notes. Make 
these notes clear, concise, and with no mistaking 
the part to which they refer. While the title 
of each page may be lettered in a more elaborate 
letter, make all explanatory notes plainly let- 
tered. Drawings in general have but few notes 
of explanation. Make it a rule to explain fully 
all the questionable portions of a building. 
This applies to the plans, as well as the eleva- 
tions, sections, and details. In the arrange- 
ment of notes, if there are those that do not 
refer to any particular portion of the drawing, 
place these notes over the sheet, to make it 
well balanced. Do not try to crowd them into 
one comer of the sheet or along one edge. Place 
them where tliey will make the drawing as a 
whole look the best. 

Architectural drawings should have some 
character to them; the lines should be firm and 
straight, making them a full, even thickness. 
Very often good drawings are spoiled by the 
lines being very poor and also too faint. Use 
a good, heavy line, and make it look as if it 
was there for a purpose. 

One way in which a drawing can be made 
attractive and ''snappy,'' as you will hear archi- 
tects say, is to overrun all comers and inter- 
sections of lines, slightly. In mechanical draft- 
ing other than the work of the architects, it is 
always required to stop the lines at the comers, 
making the drawing exact and very mechan- 
ical in appearance. The architect, however, is 
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TXg. 1. Part Plan, Showing Method of (hreminnlng Cknmon. 
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allowed some liberties In his work. He will 
resort to methods, to improve the looks of his 
drawings, which would not be x>ermissible in 
other work. 

Referring to Fig. 1, it will be seen that the 
comers and intersections are emphasized by the 
overrunning of the lines. This does not mean 
long lines past the comers, but just enough to 
show a sharp intersection. A little practice will 
soon enable a draftsman to do this work skil- 
fully, and once this method is adopted it will 
be used on aU future work, as there is no com- 
parison in the general attractive appearance of 
two drawings, in one of which this method is 
used, and in the other the strict mechanical 
method is adhered to. The actual time con- 
sumed in getting out a drawing is less with the 
method described than with the true mechan- 
ical drawing, in which it is necessary to start 
and stop at exactly a certain point. In mechan- 
ical drawing, it is frequently necessary, after 
two lines at an angle have been drawn, to go 
over the first line in order to continue it a short 
distance to the exact comer. 

Very often, a few minutes spent on careful 
lettering, indicating materials, and an additional 
explanatory note, will be the winning feature 
of a set of drawings. 

Too much emphasis cannot be placed upon 
always being on time, whether in office work 
or in getting out drawings. When a time is 
set for the completion of any drawing, or a time 
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of meeting arranged, have your work ready at 
that time, and keep your appointment exactly 
as arranged. Before setting a time of comple- 
tion, be sure you are giving yourself time to 
do the work completely, and then see to it that 
your work is ready at that time. 

The architect's services usually consist in 
preparing the necessary studies or preliminary 
sketches, working drawings, specifications, and 
large-scale and full-size details, together with 
a general supervision of the work. For this 
service, there is usually a price based upon a 
minimum percentage of the completed work. 
This percentage varies in different States and 
localities, from 3^^ to 7 per cent. As the work 
progresses, or different sets of drawings are 
completed, pajonents are made. If we consider 
the architect receiving five per cent commission, 
one-fifth the entire fee is due upon the com- 
pletion of the preliminary sketches, two-fifths 
upon the completion of the working drawings 
and specifications, the balance being paid as the 
work progresses. This percentage is based on 
the total cost of the buildings- These prices are 
those adopted by the Chicago Architects' Busi- 
ness Association. Should work on the drawings 
be abandoned, a charge should be made for 
services for the amount of work done. 

This will give an idea as to the general 
prices charged, and the usual times of payment 
It does not pay to do work at a small percent- 
age, for the work on the drawings and specific 
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cations will necessarily have to be inferior and 
incomplete. 

The scales at which drawings are usually 
made are Ys in., 14 i^-> V2 ^^m % iii-> % ui-> 1^ 
in., and 3 in., to the foot. These are convenient 
for aU parties concerned. We see that by using 
the first three scales we can use the regular 
divisions on a rule, without having an architect's 
scale. The last scales are also convenient for 
the same reason. Take, for instance, a detail 
drawn at 3-inch scale; then we see that ^ inch 
equals one inch, and an ordinary rule can be 
used to advantage. On the actual construction 
work, the foreman always uses his two-foot rule 
for scaling the drawings; and if the above scales 
are used, they are easily read from an ordinary 
rule. 

A complete set of drawings should include a 
survey, or City Engineer's plan, of the lot, on 
which the outline of the building is marked; a 
foimdation plan; a plan for each floor; a roof 
plan; an elevation of each side of the house; 
all necessary %-inch scale detail sections; all 
necessary elevations of interior finish; large- 
scale details of the window-frames and sash and 
interior trim; and any other details of imusual 
construction. After the contract is let, then 
get out full-sized details. 

Should any changes be necessary after the 
drawings are completed, secure the owner's 
written order for such changes. If everything 
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is in writing, there can be no cause for dispute, 
•specially in the matter of changes. 



METHOD OF GETTING OUT DEAWINGS 

The prospective client, by appointment or 
otherwise, meets the architect in his office. The 
general scheme is talked over, and the various 
subjects are discussed, such as the lot* location, 
size, etc.; the amount to be put into the build- 
ing, or the cost; the time of beginning and 
completion J the owner's general idea of the 
requii^ements; and the architect's fee, A time 
is set for the getting-out of the preluninary 
sketches. All of this information is arranged, 
and entered in a book for future reference. 

At the appointed time, the client appears 
again, and the preliminary sketches are talked 
over, changed, and revised^ and any new infor- 
mation is noted. After another visit or two 
by the client, the sketches are accepted* The 
working drawings are begun, usually made at 
%-inch or i/4-inch scale. These drawings are 
carefully inspected by the head draftsman, num- 
bered, dated, and signed. 

These drawings are then reproduced by some 
method — usually blue-pinnted^-bound, and sent 
to the contractora for bids or proposals on the 
work. After the contract has been let, the full- 
sized drawings are made. 
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ABCHITECTTJBAL DSAWINOS 

Architectural drawings may be classified aa 
follows: 



Preliminary 
Drawings 

Working 
Drawings 



fSketches 

Perspective Sketches 
Competition Drawings 



General 
Detail 



Scale Details 
Pull-Size Details 



Preliminary Drawings 

Preliminary drawings are small studies of 
the proposed new work, freehand or otherwise, 
at a small scale, finished in an attractive man- 
ner. There are three classes of preliminary 
drawings — ^namely, Sketches, Perspectives, and 
Competitive Sketches. 

Preliminary Sketches. In architectural work, 
no matter whether you are an architect dealing 
with an owner or client, or a draftsman getting ' 
out working drawings, it is always better to 
make a preliminary sketch of the arrangement, 
detail, etc., as it saves time and much erasing 
and changing on the scale drawings. By pre- 
liminary sketches we mean the sketching free- 
hand on paper to show exactly just how you 
will draw it with the T-square and triangles. 

Let us consider the architect dealing with a 
client. The first thing is an arrangement of the 
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rooms, or the plan is fii'st studied. For this 
work, tracing paper will be found very easy to 
work witli and very convenient. The use of a 
sheet of co-ordinate paper under the tracing 
paper will be found very convenient. The 
squares on the co-ordinate paper will serve as a 
guide in drawing straight lines; and also the 
squares as ruled on this paper can be used as 
a scale — one square representing one unit, as a 
foot or an inch. 

Very often the owner of the proposed new 
building will have some scheme or arrangement 
of rooms that he would like; therefore, try to 
have him give you a rough sketch of such 
arrangement; even a di^awing with single lines 
for walls, and cross-lines indicating windows, 
will be very helpful. A drawing as shown in 
Mg. 2 is just what you want fi*om your client* 

Having received either this sketch or a list 
of the requii'ements, you are ready to start your 
preliminary sketches- Spread down the co-ordi- 
nate paper, and over this lay a sheet of tracing 
paper. These may be held down with thumb- 
tacks or weights of some sort placed on opposite 
ends. Assume each square of the paper to 
represent some unit, as one inch, or one foot, or 
ten feet; and lay out first the property lines* 
Then connnence on the building proper* Make 
no attempt at trying to make exact lines; let 
these sketches be more of freehand drawing, 
Mark off the approximate si^es of rooms by 
rectangles, and try the various arrangements. 
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Fig. 2. A Blngle-Liiia Bketdi Botmiltted, from wblcb the Aidil- 
teet 0«t8 an Idea of the Aumngement. 
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endeavoring to secure an ideal arrangement. 
Make no attempt at trying to show double lines 
for wall lines; let it be a free and easy sketch 
of single lines- 
Don 't be satisfied with one arrangement of 
the given requirements. Over this first sketch 
lay another sheet of tracing paper. Perhaps 
you can use some parts of the first sketch, and 
revise other parts. Study youi* problem, and 
be fully acquainted with the requirements. 
After completing this second arrangement, try 
to imagine difficulties that this arrangement 
would present, and how they might be remedied. 
Make another sketch; don't be satisfied until you 
have made half a dozen different sketches. 
After having considered all the possible arrange- 
ments of the requirements^ then take the 
sketches, spread them all out before you, and 
see if you have solved the problem. 

Now conmience with a clean sheet of tracing 
paper over the co-ordinate paper, and make fin- 
ished sketches; that is, lay out the wall lines 
carefully, put in the windows and doors, letter 
the rooms, and get these di'awings into shape to 
submit them to the client. Make them so that 
he will understand clearly the arrangement you 
have sketched. 

For filling in the walls to indicate the walls 
and the windows, it will help the appearance 
to color the walls on the back side of the paper 
with the pencil This gives a subdued color to 
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the walls, and increases the clearness of the plan 
«r drawing. 

Prepare small sketches of possible treatment 
•f the elevations, and submit these also with 
the plan. These will now do for you to submit 
to your client (see Fig. 3). Be very sure that 
you have studied the problem thoroughly, and 
be prepared to answer all questions yoiu* client 
will probably ask. The client will very soon 
form an opinion of your ability by the way 
you handle his work. 

When these first preliminary sketches are 
ready, notify your client, imless you have had a 
previous time of meeting set. If this be the 
case, then be sure to have your work ready for 
him at the appointed time. Remember, your 
client is a busy business man, a man who is 
always used to keeping his appointments, and 
expects everyone to keep theirs. 

After these first sketches have been sub- 
mitted, and carefully gone over, make an ap- 
pointment for the next meeting, at which time 
you will have the final preliminary sketches 
ready. There will always be changes and addi- 
tions on these sketches; and the fewer times 
the client has to be consulted, the better im- 
pression you will make. Therefore, after this 
first meeting, understand thoroughly your 
alient's objections and changes, ask questions 
to make sure you do understand, and go back 
to your oflBce determined to make the revisions 
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Fig* 3, First Sketcb Bead? to Buttmlt to Owndr. 

Original drawn at seale of ^" ::= I'-O", all freehand and drawn en 

eo*ordin&te paper^ 



200 ABCHITECTUBAL DRAFTING 

and that the next sketches submitted will b« 
approved. 

For the next sketches, it is very often more 
satisfactory to use the T-square and triangles, 
and a scale, and make small, sketchy drawings. 
Tack down your tracing paper, and lay out to 
a small scale the general arrangement (Fig. 4). 
Every little detail need not be attempted on 
these sketches; but make them straight-Kne 
drawings, using more care in the finishing of 
such drawings. Make all plans necessary, show- 
ing the arrangement on all floors; also an eleva- 
tion. Make them attractive, and letter com- 
pletely. 

The next meeting with your client should be 
the last one so far as the sketches are concerned. 
Have him look over all your sketches closely; 
go over them with him, pointing out the changes, 
telling him the advantages to be gained by this 
or that arrangement, and convince him that you 
know your business. He will finally see things 
your way, and he will tell you to go ahead with 
the work. If you see he is satisfied with the 
arrangement as shown him on the sketches, 
secure if possible his initials of approval (in 
ink) on each sheet. Don't ask him to **sign 
these sketches, '^ as if you were an owner and 
he a lease-holder. If there is anything a busi- 
ness man hesitates to do, it is to sign his name 
to a pai)er of any kind. Use a little tact, tell 
him that you want him to be perfectly satisfied; 
and in order for him to be sure he is going to 
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get the arrangement that suited him, he can 
O. K. the sketches that he approves, and thereby 
have a check on the working drawings so that 
they will be sure to be what he wants. On the 
other hand, you are protecting yourself by this 
signature. Very often your client may forget 
that he ordered this or that change in your 
sketches; he might in some cases refuse to pay 
you your agreed commission, because you did 
not do this or that thing which he ordered. If 
you have his signature on the sketches, and 
you have followed these sketches exactly, you 
will not fear the outcome should the case go to 
law for settlement. 

The same general method of procedure will 
apply if you are a draftsman getting out scale 
details. Get out freehand sketches on tracing 
paper, several of them; decide which is the best 
method before making the regular scale details. 
If you are a new man in an oflfice, submit your 
best sketch for the construction to the head 
draftsman, and let him see that you are studying 
your work, endeavoring to get the best method. 
Learn to make your sketches clear and well 
executed. This comes only by practice in 
sketching. 

Much time and money can be saved on the 
cost of getting out the drawings if only you 
learn to make these sketches well and complete, 
so that when you are ready to make the final 
drawings, you can start and know definitely just 
what they will include. 
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It will be found very convenient to iise a 
soft pencU. Never use a hard pencil on your 
drawings, no matter whether they are tha 
iketches or scale drawings* 

It is very necessary for a draftsman to know 
how to make preliminary sketches. Very often 
a new draftsman's abiUty along architectural 
lines is tested by these preliminary sketches> 
their make-up, the method of getting them out, 
and the time taken to get them ready. If a firm 
finds out that you can make attractive and yet 
practical preliminary sketches, you will soon 
find out that you will not be required to serv^e 
your time at tracing drawings or details, as most 
draftsmen have to do upon entering a new office. 

Perspective Sketches, A perspective is a 
representation of a building or object as it ap- 
pears from a fixed point. These sketches are usu- 
ally drawn at a small scale, either freehand or 
mechanically- The lines should be lightly drawn 
or sketched, as strong lines will be objection- 
able in the rendering or coloring of the di'awing. 
The rendering may be in pencil, ink, water- 
color, or sometimes in crayon, and prepared 
upon almost any kind of paper (see Fig. 5). 

Competition Drawmgs. These are more or 
less preliminary sketches. As a general thing 
it is only occasionally that a firm enters a com- 
petition; but if it should, let the draftsman show 
that he knows how to prepare such drawings. 
By competition drawings, we mean drawLogs 
that are submitted in a competition. The firms 
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may be inidted to submit competition designs, 
in which case it is called a closed competitioii; 
or the requirements may be published in some 




ng. 5, A PreehaM Ferspeotlye Sketch, 

architectural paper, and anyone may submit 
drawings, in which case it is called an open 
competition. The drawings submitted for the 
open competition arc more of the nature ol 
sketches than in the closed competition* Usu- 
ally, in the closed competition, each fiiTQ invited 
to submit drawings wiU be paid for their work 
even though unsuccessful in being the winner. 
There is generally a sum paid for such drawings. 
Thus, in a closed competition, an architect is 
paid for his time and can afford to get out a 
better class of drawings. Tliese are usually 
drawn on regular drawing paper, carefully laid 
out to scale, and all inked in. The sheet is then 
water-colored and made as attractive as possible 
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in this manner. In other words, these drawings 
are laid out as carefull}% except at a much 
smaller scale, as w^orking drawings; only the 
important dimensions are put cm 

In the open competition, the work is usually 
done on tracing paper. The plans are laid out 
at a small scale, made very sketchy, and the 
pencil is allowed much freedom in the lines. 
With this sort of drawing, it is necessary to 
study the requirements, make sketches, and 
decide for yourself which answers the require- 
ments the best There will be no client to criti- 
cise your work, but you will have to do this for 
yourself and submit your sketches as iinal 
sketches to the client. The first-floor plan is 
laid out, and the surrounding premises are also 
laid out. Trees and shrubbery also are put on; 
and walks, drives, and gardens are shown. Since 
this is on tracing paper, very little water-color 
is used. Use the pencil to show everything, 
and upon your ability to tise your pencil — ^and 
a soft one, too — will depend much of the success 
of your drawings. After these sketches have 
been made, they ai-e lettered and titled attrac- 
tively, and then mounted on cardboard. This 
mounting is usually done by pasting the comers 
only, and not attempting to paste the whole 
drawing. Ordinarily, a border of some sort is 
placed ai'ound the card, and any other finishing 
touches that will make the drawing attract 
attention are added. Thus we see that competi- 
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tion dra^in^ are only preliminary sketches 
finished a little better than for the ordinary class 
of work. 

Should you be successful in the competition, 
the method of getting out the working drawings, 
scale details, and other drawings, is the same 
as for any other work. 

The chances are that you will rarely have a 
chance to get out competition drawings; but 
should the opportunity come, gi-asp it, and do 
your best. 

Working Drawings 

By working drawings w^e mean drawings 
complete in every respect, with dimensions, 
sizes of rooms, etc. In other words, they are 
the drawings giving all the necessary informa- 
tion to completely build the structin*e as drawn. 
This division of drawings may be divided into 
general and detail drawings, the latter being 
subdivided into scale and full-size. 

The architect who is mindful of his client *s 
welfare will furnish a complete set of drawings. 
The clearest, simplest, and most exact working 
drawing is the best Some architects feel that 
working drawings do not require the best work. 
The making of good, elear^ complete drawings 
cannot be emphasized too strongly. 

The Plan. In the plan we see an arrange- 
ment of the rooms for the different floors that 
approaches the ideal as nearly as possible. The 
plan should present the conveniences of arrange- 
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ment In the following description we shall 
consider the plan of a residence, as it will clearly 
set forth the logical arrangement of parts. The 
description^ as notedj will be limited to residence 
work, since this class of building is likely to 
afford a student his first opporttmity for inde- 
pendent, original work. 

The same reasoning could be extended and 
applied to any class of building* Usually the 
first-floor plan is worked out firet, as it is the 
most important, since the greater part of the 
day is spent in this portion of the house. The 
upper floors, being used almost entirely for bed- 
rooms or minor rooms, can be worked out to 
conform to the outline of the first-floor plan. 
The basement usually is devoted to the heating 
apparatus and its accessories ^ the laundry, store- 
rooms, and such. Therefore, the first-floor plan 
will govern the outline of the basement walls; 
and the basement rooms will be airanged inside 
the basement w^alls, as determined by the first- 
floor plan. 

In residence work we see two classifica- 
tions—the city house and the country house. 
The city house gets its sunlight from the fi'ont 
and rear, being usually built in between adjacent 
houses where there is no chance of sunlight fi om 
the sides, A coimtry house gets its light from 
all four sides; that is, it is built in a part of 
town where the lots are of suflScient width to 
give plenty of light and air. The city house 
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usually has a lot 20 to 30 feet wide, and it is 
a question of the best arrangement for light as 
well as comfort. The country house usually 
has a lot 50 to 60 feet wide; and it is not im- 
common to see a house built on two lots, giving 
all the more room. 

Let us, therefore, consider the first-floor plan. 
Upon entering a residence, we usually step into 
a vestibule. This room, while small and inferior, 
yet is one of the most important rooms in the 
house. The vestibule should be well lighted, 
which can be done by means of glass in the 
front door, by side lights along the sides of the 
door, by a transom, and by glass in the door 
leading into the living room. The vestibule 
should be provided if possible with a closet (it 
need not be large), in which a person's every- 
day hats and wraps may be kept, also all rub- 
bers and umbrellas. It is very evident that 
this will be the first need upon entering a home — 
a place to dispose of one's coat, hat, etc., before 
entering the home proper. It is all the more 
urgent in a mild, rainy climate. In case a closet 
cannot be provided, there should be a seat with 
a hinged cover, and a stand for umbrellas, with 
the usual furniture for holding the coats and 
hats. This room, as already said, need not be 
large, as usually not more than two people are 
ever in the room at the same time. In some 
residences there is no vestibule, but it is almost 
a necessity in the best class of work. 
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From the vestibule, we now come to the 
reception room. This room is usually large, with 
but little furniture. The main stairway leads 
up from one side of this room and is made quite 
ornamental. The other side is usually open, 
or separated by columns or grill-work from the 
li\dng room. At one end of the reception room^ 
one fi-equently sees a fireplace, more or less 
elaborate. 

Turning now to the living room, let us study 
the requirements of this room. Here is the 
room the family will spend most of the time in- 
Often one end is set apart for a nook or library. 
There should be a large open room with a fire- 
place of brick or stone or tile or other suitable 
material, ornamental or plain, or the mantel may 
be of wood. 

Provide plenty of windows, especially on the 
sunny side of the house. Nothing wiU dispel 
gloomy feelings or worry quicker than plenty 
of simlight and fresh air. For the nook, if there 
is one, build in shelves for books, put in a seat 
with a hinged cover, also a fireplace. In this 
room, the quiet hours of the day are spent; 
therefore make it comfortable and convenient* 
A very convenient arrangement is to place a 
seat on one side, with bookshelves on the other; 
also a few shelves at one end or above the seat^ 
for current books or periodicals. Provide a 
plate-rail around this nook, for the placing of 
china, ornaments, or bric-a-brac. 

Opening from the living room we usually 
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find the dining room, separated by sliding doors. 
This room should be more or less private, but 
by means of double doors it may be thrown 
open when desired. In the dining room, build 
in a sideboard, and provide a small shelf or two 
for pretty china, vases, or ornaments. Back of 
these shelves a mirror is usually set. A French 
beveled-plate mirror is used in the best work. 
There should be the *' counter, '^ or the main 
shelf, projecting from two to six inches beyond 
the shelves and drawers below. Below the 
counter, provide a long drawer that will take 
a table-cloth as folded when laundered. A 
drawer for silver is also directly under the 
counter. Below this, there may be either 
drawers for other table linen, or shelves enclosed 
by glass doors for displaying china or cut glass. 
This sideboard should be made an attractive 
feature of the room. There might also be an- 
other case of shelves and drawers for additional 
table linen and dishes. There should be a plate- 
rail aroimd the room, on which to hang cups or 
to place china or ornaments. This room should 
have, if possible, an east exposure, since the 
first meal of the day should be served in a bright, 
cheery atmosphere. 

It will be necessary to have a serving pantry 
between the dining room and kitchen. There 
should be double-acting doors. This greatly 
facilitates the carrying of dishes from one room 
to another. In this pantry should be a wide 
shelf or counter which will be used in the prep- 
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aratiou of the meal. Above are shelves with 
sliding doorsj and below are drawers for di:ffer- 
ent articles of food. Provide always plenty of 
drawers and shelf room* In a small room, 
sliding doors will be found much more con- 
venient than swing doors, as they are much more 
easily handled and take up much less room in 
opening and closing. If possible, there should 
be built in this room a refrigerator. If not here, 
place it in the kitchen. This refrigerator should 
be provided with an outside door through which 
the ice may be replenished from the outside, 
thereby doing away with the ice man coming in 
at aU hours and in bad weather tracking mud 
into the house. 

The kitchen^ while in the rear of the house^ 
requires careful thought. The housekeeper 
usually spends the greater part of the morning 
here; therefore give this room, if possible, an 
east exposure. Make the windows low enough 
so that a person sitting can see out. For the 
kitchen table and sink, have a window near. 
This will not only be an aid to better light, but 
will give the housekeeper a chance to see out 
through the window. Place a sink as near the 
pantry and dining room as possible; also, as 
mentioned above, so as to be near outside light. 
In the kitchen will be found a cooking range or 
gas stove, or both. Place these, if possible, 
where they will get a cross-draft; in other 
words, place them between a door and a window, 
or between windows, so that the odor during 
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the preparation of a meal will be carried away. 
Of course there is necessary a flue for the range, 
and there should also be one for the gas stove 
to carry off the odors of the gas and the ovens. 
The kitchen table should be convenient to the 
stoves. There should be built-in shelves and 
cupboards for the kitchen-ware and the pots and 
kettles. Either in the serving pantry or some- 
where in the kitchen, provide a tilting bin for 
the flour. This can be very easily done by 
making the bin pivoted at the outside corners, to 
allow the bin to tilt out. Hooks or pivots for 
swinging a barrel of sugar would also be a great 
convenience. Do not make the kitchen large; 
make it small, compact, and convenient, to save 
the housekeeper all mmecessary steps. There 
will also be necessary rear stairs, one to the 
basement and one to the attic. These stairs 
should be about 3 feet 6 inches wide, as boxes, 
furniture, etc., are all taken up or down these 
stairs; so do not make them too small. 

Having decided upon a satisfactory arrange- 
ment of the lower floor, we now consider the 
upper floors. These are devoted to the bed- 
rooms and other rooms where more privacy is 
desired, such as the sewing room, the study, or 
the nursery. As has been said, the first-floor 
plan determines the outline of the second-floor 
plan. The number of bedrooms is determined by 
the size of the family. There will be required 
also a guest room and a servant's room. 

As to the requirements of a bedroom, make 
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ample-sized rooms. The usual articles of f urnl- 
tm'e will be the bed, a dresser, a chiffonier, a 
small table, and sometimes a writing desk or 
an additional table of some sort. Provide plenty 
of closet room, with a window, if possible, in it 
In the closet should be a number of shelves, a 
hook strip ai^ound the three aides. The closet 
should be finished, so far as plaster and inside 
finish are concerned, as well as the other rooms. 
The question of closets is important; therefore, 
consider them an essential part of every house. 
On the second floor provide a bathroom con- 
venient to all rooms, yet far enough away from 
the main hall to be private. The bathroom is 
usually crowded into any remaining space that 
may be left after bedrooms have been consid- 



K 




Fig. 8, Layout of a Very Small Bathroom. 

ered. This, however, is not a satisfactory way 
of doing, since the bathroom should be as con- 
venient in arrangement as any other room. In 
the bathroom the usual necessary fixtures are 
a bathtub, a lavatory or wash-bowl, and a water- 
closet. In more expensive homes a foot-bath 
and a sitz bath are provided; sometimes a 
shower bath also. There should be ample room 
for the placing of these fixtures, with plenty of 
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room around them. In Fig. 6 is shown the 
smallest room that can accommodate the neces- 
sary fixtures. While this will serve in the 
cheapest houses, yet the arrangements shown in 
Figs. 7 and 8 are much better. 

Should more fixtures be added, the room 





rig. 7. Fig. 8. 

Two Plans of Commodioiu Batbrooms. 

should also be made larger to accommodate 
them. There will also be required a medicine 
chest, usually built into the wall directly above 
the lavatory, or these can be bought at furniture 
stores, ready to hang on the wall. There should 
always be a mirror in the door of this chest. 
Provide a built-in closet with swing doors for 
the upper half and drawers for the lower half. 
The finish of this room, as well as the shape of 
the mouldings, should be such that the dust will 
not easily settle on them, and that they may be 
frequently washed to remove any accumulation 
of dust. 

In most homes, the two main floors are all 
that are required for living rooms. The attic 
is usually low, and can be fitted up with store- 
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rooms. The construction of the roof should be 
such that soot and dirt cannot come through- 
This is ordinarily accomplished by using build- 
ing paper under the shingles or roof coi^ering. 
There should be an attic stairs, convenient and 
easy of ascent. 

For the basement, the furnace will require a 
pai't of the space^ together with a coal room. 
This coal room should be built dust-tight, and 
have a window convenient to a driveway for 
the unloading of coaL The size of coal room for 
different classes of coalj is indicated below under 
the heading '^Dimensions/' There should be a 
laundry with laundry tubs, or a room where the 
family washing may be done. The remaining 
space in the basement may be divided to suit 
the owner's wishes; sometimes a work-room, a 
store-roomt a drying room, a shop, may be placed 
here. 

It is very essential to have a concrete floor 
over the entire basement. This will do away 
with a great deal of dirt and dust that otherwise 
would be carried from the basement all over the 
house* There should be an outside entrance, 
as well as an entrance from the kitchen or 
serving room. 

Thus we see the usual requirements for the 
different rooms of the house. The essential 
rooms have been considered. In addition to 
these, if the price will warrant it, there may be 
other rooms and conveniences, such as a den 
or stud}^ additional store-rooms, an extra guest 
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room, a nursery, a pantry off the kitchen for 
storing the supplies of the kitehen, A clothes- 
chute would be very convenient also. This chute 
is a vertical shaft connecting the bathroom with 
the laundry in the basement. There is a door 
into this chute at the bathroom, and one on the 
first floor. It should be lined with wood, with 
the pieces placed vertically to offer no obstruc- 
tions to the passage of clothes. The purpose is 
evident, being a means of conveying the soiled 
linen from the second and first floors to the base- 
ment, and thereby saving carrying them from 
all over the house in a basket to the basement. 

In summing up this portion of the work, let 
the draftsman put in all conveniences in the way 
of cupboards, shelves, and drawers wherever 
there is a space, corner, or portion of a wall. In 
this way you make a favorable impression upon 
the housekeeper, and if this is done, the *' battle 
is more than half won," 

Fig, 9 is a first-floor plan, showing the 
arrangement, the dimensions, and all necessary 
information to give the builder a complete 
understanding of the work. 

The Elevation. Having considered briefly 
the general methods used in the drawing of 
architectural plans, we shall now consider the 
elevations* By elevations we mean the different 
*' views'' of the building. These should show 
exactly the appearance of the building when 
completed. 

Use of the Orders- It will be assimied that 
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the reader is familiar with the Orders of Archi- 
tecture (see below under heading *' Orders of 
Architecture"), and that he knows the names 
of the various parts of an Order. 

From a study of the Orders, we see that each 
one has three main divisions^ the entablature^ 
the column^ and the pedestal These are in turn 
divided into parts, the entablature consisting of 
the cornice, the frieze, and the architrave; the 
cohuiin has a capital, a shaft, and a base or 
plinth; and the pedestal, a cap, a die, and a base. 
Generally speaking, an elevation — especially the 
principal one — shows these component parts of 
an Order. They may not be classically collect in 
proportions, but the parts are more or less 
prormnent, and should be used as a basis for 
design of all classes of work. 

Let us take a residence for an example. 
Study an elevation of a good type of this class 
of building. We see that the basement wall up 
to the first-floor line coiTcsponds to the pedestal 
of the column, a strong, massive part to support 
the building above. This pedestal is usually 
capped by a projecting eom'se we call a water- 
table — that is^ a board or strip projecting from 
the face of a wall to turn the water from the 
side of the buUding away from the fomidation. 
Tliis corresponds to the base or plinth of the 
column. Above the water-table, the part of the 
house extending to above the top story windows 
corresponds to the shaft of the column. Very 
often this column effect is emphasized by means 
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Fig. 9. Flnt-Floor Plan of a Basidence at Ohampaign, HI. 
The scale reproduced is valid only as referring to the original-sized 

drawing. 
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of comer boards at the comers of the building. 
At the head of the top windows, or in that vicin- 
ity, we see a horizontal board or moulding, mark- 
ing the division between the column and the en- 
tablature. Sometimes this entablature is divided 
by another moulded course, indicating the 
frieze and the architrave- There is always a cor- 
nice of some sort, very often corresponding to 
the cornice of the Order; this may vary fi*om the 
true profile to a small projection, such as a few 
projecting courses of bndk. 

In the modem office bliilding we see the lower 
stories marked by a projecting stone course; 
below this, the walls ai'e of stone, and usually 
present a solid, substantial base upon which rests 
the upper part of the building. The eolmnn is in- 
dicated either by pilasters or column-like projec- 
tions from the main face of the building, or by a 
three-quarter colunm fastened to the building. 
The upper stories, depending upon the height o£ 
the building, are placed in the entablature. 

It is worth while to study this feature in all 
classes of building, in order to design intelli- 
gently. 

Thus we see that the Orders of Architecture 
are really the basis for aU our designs. This same 
applies to any type of biulding, being more 
marked in some classes of buildings than others. 
The Colonial residence or Colonial Architecture 
adheres strictly to this basis of ornament. If de- 
tached or free columns are used for porch con- 
struction, then we see the component parts of 
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the Order carried out exactly. Therefore, in any 
building, use the Order to start the general ele- 
vations, and elaborate or suit the elevation to the 
class of building. 

Characteristics of Types of Buildings 

Let us now consider the general types of 
buildings for different purposes. The residence, 
for instance, usually has the appearance of a 
quiet, restful place. The types of doors, win- 
dows, and roof lines are in general similar, there 
being large windows and plenty of them. Resi- 
dences thus constitute a class marked by well- 
known and easily distinguishable general char- 
acteristics. 

Consider a library. We see here a closer ad- 
herence to the Orders than in many other types 
of structure. Usually there is a pillared entrance 
of some form or other; the windows are all large 
and dignified. The roof is covered with tile or 
some other more expensive covering. In general, 
libraries are a dignified class of buildings, easily 
distinguished as such, and usually quite costly. 

In schoolhouses we see a class of buildings 
with large areas devoted to windows, not usually 
of very great height, and with a tower of some 
outline. There may be large, blank walls, which 
make this class of buildings all the more distinct. 

The office building generally has nimaerous 
windows, not usually grouped but placed one 
above the other, and is rather plain in treatment 
except at the cornice. 
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The warehouse forms another excellent ex- 

FtWfaple of the exterior indicating the purpose of 

the building. In this type, we see small windows, 

some ban-edj with heavy doors^ showing it to be 

a building of great strength and fire^resistance. 

Tlius endeavor, in designing any building, to 
make it indicative of the purpose for which it is 
designed. Study carefully from examples or 
from pictures these characteristics, and apply 
these principles to designs you may submit. 

General Composition of a Building or Treat- 
ment of Elevations. A few words about the gen- 
eral composition or elevation of a building might 
be said. There are a few principles involved 
that wall be an aid in deciding upon the charac- 
ter of the elevation. 





ng* 10, Illustrating Method of Treating EleTatioaa, 

In A, verUciil lines arc oniphnsizod, ad<Uug to the appeutanco of 

heigbt; in B, empha^iB is laid on the liorlzontal lines, 

adding to breadth and length of structuFe. 

The adjoining buildings will sometimes have 
a certain influence upon the treatment of the 
elevation. Should the new building be placed 
between two buildings taller and larger in every 
way, then some means to increase the general 
height must be used. Should there be plenty of 
room and the buildings on either side be far 
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enough away so that they will not be seen or in- 
cluded in the general Tiew of the new building, 
then the design may be anything in keeping with 
good design. If the present buildings are large 
and massive, covering a good deal of gronnd, 
then we shall treat the new elevation correspond- 
ingly. In Fig. 10 are shown the results, on the 
same building, of different treatments of eleva- 
tion. In A we see vertical lines emphasized, as 
they tend to increase the height. Such a treat- 
ment of the elevation should be used if the loca- 
tion were between two taller buildings. In B on 
the other hand, the horizontal lines are empha- 
sized. There is the sill course or water-table at 
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A B 

Fig. 11. Two Typical Metliods of Treating Windows* 

the first-floor LLne ; then a belt com-se about the 
second-floor linej and a course at the attic line. 
These tend to lengthen the general appearance, 
and would be in keeping as mentioned above for 
the third condition. In A, we see that the cor- 
nice is made smaller; while in Bp the eaves are 
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given a greater projection, thereby giving an- 
other horizontal line. A and B are exactly the 
same size in plan and also in height to the eave 
line; yet there is no mistaking which appears the 
taller. 

This is the fundamental principle in the de- 
sign of an elevation. Having then this stait for 
the elevation, carry out the same principle in the 
windows^ either grouping them and keeping 
them low, for the design B; or else use single 
windows with a pier or wall space between. Very 
often, if the ceilings are high enough, vviBdows 
may have a transom bar and transom, thereby 
increasing the height In the treatment around 
the windows, for B, we shall use merely a cap of 
some kind with no vertical lines ; whOe for A we 
shall make use of an outside trim with a cap. 
See Fig. 11. 

In all our designs, it has been attempted to 
emphasize either the vertical lines or the hori- 
zontal hnes. This is but one — the most impor- 
tant one, however — of the points to consider as 
to the general character of the elevation. The 
purpose of the elevation is to give an effect that 
will be i)leasing to the eye, and at the same time 
fulfil the requirements of the plan as to the ar- 
rangement of windows and story heights; and 
very often it will make the property more valu- 
able. For, consider two residences offered for 
sale at the same price, with the same surround- 
ings. One has been built with no idea as to design 
or relation to the surrounding buildings; the 
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other has been treated to correspond with the 
existing conditions, has been made attractive by 
the arrangement and style of windows, and the 
cornice has been designed to give a certain ef- 
fect to the other parts of the design. There is no 
question which would be the best investment. 
Work, then, with this end in view, as if it were 
your own builidng, and you wanted it to be the 
very best for the money. 

In drawing the elevations, usually each side 
of the house is shown on the drawings. The front 
elevation is made the most complete. The owner 
wants to see how his building will look when 
completed; therefore show the materials. If the 
walls are shingled, indicate by lines that there 
are to be shingles — not by covering the entire 
front with perfectly regular, mechanical lines 
representing the shingles, but with patches here 
and there over the entire front. Indicate by ar- 
rows and lines, similar to dimension lines, where 
the shingles are to be used. Indicate the brick 
of the foundation above grade the same way* 
Hhow the type of windows you expect to use; 
Hhow the correct profile or outline of the cornice; 
11 1(^ general design of the front door and the 
porch and steps; indicate the glass in the door, 
wh(»lh(»r double strength, plate, or beveled-plate 
gluHH. In short, make this front elevation com- 
pl(»to, 80 that an owner can see just the materials 
uh(kI, where used, and just how the building will 
look from the front. Very often the stairs are 
dotted on this elevation to show just how they go 
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up to the next floor above; but this is not to be 
recommended, as it detracts from the general ap- 
pearance of the elevation, and there are other 
and better methods of indicating staira, as ex- 
plained later* 

Very often there will be a small section of the 
house on the same sheet with the front elevation. 




rig. 12. Front Hlevatlon at a Eefildeitct at Clia]3ipalgn« HL 

Outlme empbfltized* 

This is used to give the heights of the floor-lines, 
the window lines, and the cornice lines, and not 
for showing of details. This is not objectionable^ 
as the section is a separate drawing entirely from 
the elevation, and will give a means of showing 
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the above data without marking them directly on 
the elevation. 

Too much emphasis cannot be laid upon the 
method of finishing the front elevation. A little 
time and careful work spent on this drawing will 
very often confirm a favorable impression on the 
owner. The style of letter used and the arrange- 
ment on the sheet should all tend to make the 
drawing attractive. 

As a final touch, it will be foimd very desir- 
able, after the elevation is complete, to outline 
the building with a heavy line, thus emphasizing 
the general outline of the building, while the 
other lines are all uniform but lighter (see Pig. 
12). 

The side and rear elevations should also be 
complete in that they should show the exact ma- 
terials used and the exact size and spacing of the 
openings; but they need not be so carefully 
drawn nor so carefully lettered as the front ele- 
vation, since they are more or less a secondary 
consideration. 

The location of openings should be studied 
with the idea of the general effect on the eleva- 
tion, as well as on the necessary arrangement for 
the rooms. In other words, do not locate all open- 
ings on the plans definitely without studying the 
elevations also. Be sure that the openings are 
correctly located on the elevations so that the 
plans and elevations will agree, and not merely 
put on the elevations where they look the best 
without any reference to the plans. 
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To sum up, make the elevations true pictures 
of the building when completed; indicate the ex- 
tent of all materials; study the design, making it 
typical of the class of building in hand, and make 
it complete in every respect* 

Scale Details 

The Section, Having completed the plans 
and elevations, it will be necessary to make large- 
scale sections through different parts of the 
building. A section should be shown through 
every portion of the building that is of different 
construction from others. These sections are 
usually of a larger scale than the plans and ele- 
vations. 

In Fig. 13 we see the method of drawing and 
finishing these details. A scale very convenient 
for use is three-quarters of an inch equals one 
foot (or, as it is often called, a *' three-quarter- 
inch" scale). The purpose of these sections is to 
show exactly how the building is to be put up^ 
the method of supporting the cornice on the 
plate; the roof sheathing and covering; the con- 
struction of the gutter^ with all materials named; 
the ceiUng joists and method of support on the 
outside wall; the lath and plaster; the waU 
sheathing and siding or shingles; the picture 
mould; the detail of the inside window trim; the 
base aroimd the room; the second-floor construc- 
tion, showing size of joists and method of sup- 
port on the wall; the composition of the floor, 
whether double or single, or any paper between 
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the floors; the lath and plaster of the ceiling be- 
low; the details of the window construction, trim 
and stool or inside sill; the base around the room; 
the method of supporting the frame wall upon 
the basement wall; the water-table; the thick- 
ness of the basement wall; the level of the ground 
on the outside; the basement floor inside; and 
the footing. 

Use plenty of dimension lines and explana- 
tory notes. In dimensioning story heights, al- 
ways give from finished floor-line to finished 
floor-line, or from floor to ceiling; never dimen- 
sion the thickness of the floor construction. In 
other words, referring to Fig. 13, we shall get 
into trouble by trying to specify exactly the 
thickness over all. This should be left without 
a dimension, by showing the plaster, noting the 
size of joists, and showing the floor, whether one 
or two thicknesses, let it come what it will. The 
thickness of the plaster will vary slightly; a 2- 
inch by 10-inch joist is not 10 inches deep; 
neither is a floor of two thicknesses 2 inches 
thick. Thus we see it is rather an uncertain di- 
mension. 

A sheet is usually devoted to these details. 
Sometimes as many as half a dozen different sec- 
tions are drawn for a residence, each showing 
differences in construction. 

Be very careful to note on the plans just 
where each section is taken, and put correspond- 
ing letters on the title for the section. The use 
of notes and plenty of them cannot be urged too 
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strongly. The small working drawings are very 
unreliable as to details; and consequently the 
more details, the better the contractor will un- 
deretand just exactly what be is to furnish, and 
will therefore be able to figure the more closely. 
These details, well executed, will prevent many 
disputes between contractor and architect, and 
between architect and owner, as well as save the 
*' extra" bills from the contractor which are sure 
to arise from incomplete drawings. 

Cross-hatch or cross-section all sections or 
materials that are cut in two, using some stand- 
ard symbol, as elsewhere indicated, on the draw- 
ings. This makes a much better looking draw- 
ing, and makes it much easier to interpret. 

To indicate fmliher the general treatment of 
the interior finish, the rooms having anything in 
the way of a paneled wainscot, beamed ceiling, 
or finish around a fireplace, also the sideboard, 
cupboards, and pantry fittings, should all be 
sho\\m. The best and perhaps the most com- 
mon method is to draw at one-quarter-inch scale 
the different elevations of the rooms, showing 
exactly the height, width, and any features of 
unusual arrangement Should opposite sides 
of a room or any sides be similar, after putting 
the title on one drawing, note under it: *' Oppo- 
site, north, souths etc, sides similar." There 
is usually one sheet of just such drawings as 
this to accompany the regular set of drawings. 
Since plans are usually submitted to competitive 
contractors, there is not the chance of one pro- 
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posal or bid being lower than another because 
certain things were overlooked or ptn-posely 
omitted* 

In Fig. 14 we see drawings of elevations and 
sections of various portions of a living room and 
dining room, giving all necessary information. 

Fig. 15 illustrates completely the drawings 
necessary to show a pantry and butler's pantry. 

FuU-Siaing- After the contract has been 
awarded^ the general working drawings will 
have to be supplemented by drawings of differ- 
ent portions of the work at a large scale. Usu- 
ally these are drawn at actual or full si^e. In 
order to have your profiles and outlines made 
just as you intended, this method of drawing 
all parts of construction at the actual size is 
imperative. 

Take an example. You wish the plate-rail 
in the dining room made just so. Then you will 
have to draw this part of the work the actual 
size. If you do not do this, the contractor will 
put in a plate-rail of a stock pattern; that is* 
he will select some pattern that he can buy from 
a planing mill, and wiU use this. It is the 
cheapest way to do, for him; therefore you can- 
not blame him for saving anything he can, if 
the exact style is not definitely shown. 

In full-sizing, it will be well for the drafts- 
man to be familiar with the usual method of 
doing things, making his details practical as well 
as indicating the profile. Tlie cornice should be 
shown; the interior finish; the method of mak- 
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ing the window- frames; all unusual woodwork; 
the construction of the beams for a beamed ceil- 
ing; all sheet-metal work, such as gutters, 
cornices, etc.; all stonework, such as water- 
tables, window-sills, and door-step; all plaster 
work, such as ornamental cornices, and method 
of supporting under unusual conditions. You 
will hear it asked: *' Why is it necessary to spend 
all this time detailings when the contractor or 
the planing mill have their owti way of doing 
these things?^' There is just the point They 
certainly have a way of doing things; but nat- 
urally their way is the cheapest way; therefore, 
give them details of how you want this work 
done, and see that it is done your way. Dimen- 
sions on fuU-size details are unnecessary. 

Fig. 16 is a reproduction of a sheet of fuU- 
size details. 

A word might be said as to the method of 
getting out these details. The drawing is first 
made on detail paper, a heavy yellow paper. A 
soft pencil should be used, as it makes the lines 
more distinct and is easily changed or erased. 
After the drawing is completed on this paper, 
then use a cheap, thin paper, and trace through, 
using a broad, heavy line and colored crayon for 
cross-sectioning the sections of the work. Yel- 
low is generally used for wood, red for brick, 
green for stone, blue for iron or steel, and brown 
for terra-cotta. A second tracing is also made. 
Thus we have three copies of each detail — one 
for filing in the ofl&ce for future reference, and 
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two for the contractor. One of the copies made 
on tracing paper is usually kept in the office, 
since it can be folded up to a convenient size and 
filed, the original and one copy on thin paper 
going to the contractor. 

BEPBODUCINO DBAWINOS 

The question of the method of reproducing 
drawings is an important one as to cost and 
time consmned. New methods are being adver- 
tised on the market every day, 

Blue-Printing. The blue-print process is the 
commonest, and generally speaking the cheap- 
est. There is a chemically prepared paper which 
is sensitive to the light. The paper is treated 
with a solution of citrate of iron, anmionia, and 
red prussiate of potash, and is placed in a dark 
room to dry. The drawing has previously been 
prepared on tracing cloth or paper. When the 
blue-print paper is dry, place the drawing, face 
down, on a sheet of glass, usually held in a 
wooden frame; over this, lay the blue-print 
paper, with the sensitive side down; over this, 
place a layer or two of soft cloth similar to 
Canton flannel, and over this place a board 
backing. 

Turn the frame over now, and expose to the 
sunlight for a few minutes, depending upon the 
intensity of the simlight. After exposure, 
remove the blue-print paper, which has turned 
to a dark bronze color, and place it in a tank of 
water. Gradually the print comes out in white 
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lines, leaving the background blue. These white 
lines were directly under the ink lines of your 
di'a^vingj and the sun therefore could not attack 
that portion of the paper. Hence the water 
washed off the blue-print solution, leaving the 
white paper, 

A little experience will soon teach how long 
to expose in different kinds of weather. Prints 
may be made on cloudy days, and have some- 
times been made even dm*ing a mist. The expos- 
ure, of course, must be much longer on such 
days. The prints from such exposures are not 
so clear, distinct, and *' sharp-cut'* as those made 
on bright days. When possible, avoid making 
blue-prints on dark days, if you expect the best 
results. 

Paper for blue-printing can be procured 
ready to use, from dealers all over the coimtry, 
at a nominal cost. This is machine-prepared, 
and is more satisfactory than home-made. 

Blue-prints are hard on the eyes, and, having 
a blue background, cannot be dimensioned, 
noted, or to any great extent changed. Should 
small alterations be necessary on the blue-print, 
use a solution of common soda and water with 
a pen. This is not very satisfactory, but in cases 
where changes are necessary it wiQ do* 

White* Printing. From working drawings, 
white prints can be made. This kind of print 
is just the reverse of the blue-print. Here we 
have blue lines on a white background. In order 
to make white prints, a negative first has to be 
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made from the drawing. The paper used for the 
negatives is specially prepared and exposed and 
washed in the same way as blue-prints. When 
washed and dry, it is a real negative, on which 
all pencil lines are white and the background is 
black so as to exclude the sun — ^all the reverse 
of the drawing. This negative is then used by 
placing it over regular blue-print paper. The 
sun passes through the white lines, and is 
excluded from the rest by the black background. 
Upon washing the blue-print paper, the lines 
having been exposed to the sun are changed to 
blue; and the background, not having the sun on 
it, is washed off, leaving the white paper. 

This process makes a much better looking 
drawing than a blue-print, and is not so har4 on 
the eyes. The cost is a little higher, on account 
of the negative; but after the negative is made, 
the cost is the same as for blue-prints. 

Aligraphy. Another process, known as 
Aligraphy, has been patented. By it, drawings 
can be reproduced on linen or paper, and the 
lines are practically as black as the original. 
They closely resemble etchings. For very fine 
work, this process makes splendid reproduc- 
tions; but it is more expensive than any of the 
processes above mentioned. 

Hectograph Process. Another common 
method of reproducing drawings is the hecto- 
graph process. This consists in making the 
drawings with suitable aniline inks, and then 
placing them face-down on a gelatine pad. After 
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being in contact for about two minutes, they are 
removed, and blank paper is brought in contact 
with the padj beiug in tui^n removed. It wiU be 
found to give a complete di*awing similar to the 
original in scale, color, etc* Upwards of thirty- 
five copies may be taken off, depending upon 
the intensity of the original. 

The pad may be made as follows; 1 part of 
white glue to 5 pai'ts by weight of glycerine. 
Soak the glue over night, in just enough water 
to cover it. Bring to the boUing point slowly, 
without burning; then add the glycerine, and 
thoroughly mix. Pour into a shallow pan; 
remove all air-bubbles from the surface with a 
stiff card; and allow to cool. Before using each 
time, wash thoroughly with a sponge and allow 
to dry partially before applying the drawing; 
also wash well immediately after using, to 
remove all traces of ink. 

The proportions may be varied slightly for 
different climates. A cold climate will require 
more glycerine, and a warm climate more glue. 
The pad should be stiff enough to resist pressure 
from the fingers when fii-mly pressed upon it. 

Other additional ingi-edients are sometimes 
used. Perhaps they have their advantages; but 
the mixture as described has been used very suc- 
cessfully. Often, in very hot weather, after a 
pad is made, it may seem too soft to work well. 
In such a case, placing the pan on a cake of ice 
will harden the mixtiu'e and make it satisfac* 
tory. 
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A cheaper pad may be made by using a mix- 
ture of a special clay and glycerine. While not 
giving so many prints as the glue pad, it can 
be used more economically for large drawings. 
Hectograph pencils may be had in many colors, 
which are used for making full-size details. 
These drawings are copied in the same way as 
the regular pen-and-ink drawings. 

The hectograph process is gradually gaining 
in favor, and in some localities it is used exten- 
sively. It has several features to commend it: 

(1) All materials can be represented in appropriate 
colors. 

(2) Copies are very cheap, and can be made on paper 
or prepared cloth. 

(3) The draftsman finds it convenient when making 
revisions, as parts of the drawing can be cut out and a 
correct portion inserted. No matter how badly the 
drawing is cut and patched, the prints are perfect. 

(4) In assembling different drawings on a sheet, they 
may be shifted at will, and a better arrangement secured. 

(5) When a sheet is composed of small drawings, the 
draftsman may work over the small drawings more com- 
fortably than if compelled to work on a large sheet. 

The hectograph process, however, has some 
drawbacks, which may be indicated as follows: 

(1) Small details cannot be shown so clearly, as the 
lines must be quite heavy if a number of prints are 
required. 

(2) The drawings fade mort or less if exposed to a 
bright light, but they are permanent enough for most 
work. 

(3) Some draftsmen do not like to use the inks, as 
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they arc sticty and aoU tht* fingers, 
apply only to the incxperieDccd, 



This, however, should 



Hectograph inks may be pui'chased of dealei*s 
everywhere, in all colors. Below are suggested 
colore for various Beetioiis of materials : 

Purple— For lines in general, outlines, profiles, etc.; 
also for sections of plaster^ and eonerete. 

Red — For dimension lines, and for sectionB of brick- 
work. 

Blue — For iron, steel, flashing, etc., in section. 

Brown — For sections of terra-eotta. 

Green — For sections of stone or marble. 

Yellow — For wood* 

For the blue-priut process, the drawing to be 
reproduced is preferably done on tracing cloth, 
on the rough side, in black ink. Erasures may 
be made on this, and the work corrected; but 
the finished drawing has to be complete in every 
respect, as every line is reproduced just as 
drawn. 

For the hectograph process, we shall need to 
make the lines much heavier, and may use 
colored inks. Mistakes cannot be erased, but 
are cut out, and a new piece of paper placed over 
the hole, and the drawing continued. 

Tracing cloth makes the most satisfactory 
material all aroimd for the original drawing. It 
is translucent or semi-transparent, will make 
good prints by almost any process, and is much 
more desii^able than paper for filing away and 
for constant use in the drafting room. 

The use of colored inks is not to be recom- 
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there most be some adopted f onn for leprasent* 
ing materials. It will be f omid thioii^oiit the 
comitry, that each architectural firm has its own 
architectural forms and symbols. This is rather 
confusing, since it requires a draftBman chang- 
ing oflBces, or Building Departments checking 
plans, to become familiar with the symbols as 
used by each oflBce. 

In Plate A are given some general forms for 
representing materials. 

Pig. 1 represents brick. A section of a brick 
wall should be sectioned as shown, by parallel 
lines at 45 degrees, slanting down to the left. It 
might be well to repeat here what has been said 
about the use of colored inks for drawing. 
Except for dimension lines, avoid the use of 
colors. The materials may be indicated as shown 
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by varying the texture of the line and also by 
different forms of dotting. 

Fig. 2 — ^We use alternating lines — solid and 
dashes — at 45 degrees to represent rubble stone 
such as is found in most basements. 

Fig. 3 — ^We use solid lines running at 45 
degrees to each other and in opposite directions, 
to represent cut-stone work such as sills for 
windows and doors, chimney caps, and any kind 
of finished or di'essed stone. 

Fig. 4 represents concrete. This symbol is 
composed of small, wavy lines, with occasional 
triangular shapes to represent the stone. This 
symbol may be used to represent the concrete 
such as would be used in a solid wall or 
reinforced concrete for floors and other similar 
constructions. 

Fig. 5 illustrates the method of showing 
terra-cotta. This is the same as for brick, with 
the lines running in the opposite direction. 

For representing an interior partition of a 
frame building, the method shown in Fig. 6 is 
perhaps the most satisfactory. Plaster is repre- 
sented by parallel lines to opposite sides of the 
wall. 

Very often, in fireproof buildings, partitions 
are built of hollow tile and plastered on both 
sides. Fig. 7 illustrates the method of indicating 
such a partition. 

Where a brick wall is furred on the inside and 
then plastered, we use the ordinary symbol for 
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the brick wall, and show the plaster away from 
the wall, as in Fig, 8, 

Very often, instead of using the partition as 
shown in Fig. 7, it wiU be buOt up solid of plaster 
2 inches thick with a layer of expanded metal 
imbedded. This jjartition is shov^Ti in Fig, 9. 
It wHl be found a very satisfactory partition, 
requiring less floor space, and equal in every way 
to any other fireproof partition^ 

On the basement plan, various lines of pipe 
should be shown. There should be a porous tile 
drain, in damp soils, all around the outside of 
the basement walls, at the footing line* Such 
drains ai*e constructed of porous farm tile, laid 
with butt joints and no cementing of any kind. 
The tile being porous, the water in the soil perco- 
lates through the walls of the tile, and is canied 
away. These drains are indicated as shown in 
Plate B. 

For the sewer connections inside the build* 
ing, and extending at least six feet outside the 
basement wall, the pipe should be cast-iron and 
have calked joints. Such pipes are shown on 
the basement plan as in Plate B, Connected to 
this cast-iron pipe outside the basement wall, a 
vitrified tile drain should be used, with cemented 
joints. Such pipe is also shown in Plate B, All 
these pipe lines should be shown in black on the 
drawing, 

Tliere are certain lines used in a drawing for 
reference, such as axis lilies — that is, when a 
room or building is symmetrically arranged 



248 ABCHITECTUBAL DRAFTING 



P0Q0U3 T/LC DQA/NS. 



/QOAf PIPE DQA/N3. 



V/TQir/eX) SCWCG P/P£. 



The Aeove. Shoulo 3s Shown With 3i-Ack LfNCS. 



AX 13 LIN £3 (Heo). 



BUILD/NG L/N£3 (Pcd). 



DOTTED L/hJES ^O/Q GCNE.QAL U3C. 
/a-o" 



h 



D/MCN3/ON L/N£S (Usuauly Qao With 

Plata B. Cfonventioxua Methods of Bepresentiiig Drain and Sewer 
Pipe, Azi8 Lines, Building Lines, Dimension Lines, etc. 



ABCHITECTURAL DBAFTING 



249 



around a center line* In order to make such 
axis lines distinct from general lines^ they are 
usually made as shown in Plate B, 

When there are offsets or projections on a 
wall, such work is measured from certain lines 
established as building lines (see Plate B), 
Usually the outside wall line of the first story is 
taken as this reference line; and the basement 
wall line, the secondnstory line, the eave line, 
etc., are all measm'ed as projecting from this 
line. 

All dimension lines are to be noted as shown 
on this same plate, in which the arrow-heads 
are black, the connecting line is red, and the 
figures are in black, always above this line. This 
is the best practice, though sometimes dimen- 
sions are placed in the center of the line, the line 
being stopped to allow the figures to be inserted. 
This method takes more time and is not so 
practical, since the dimension line is broken and 
in some cases there might be a dispute as to just 
how much the dimension is intended to include- 

For lighting, there are standard symbols 
adopted by the National Electrical Contractors' 
Association of the United States* These are 
published on a card convenient for reference, and 
copies may be had by applying to the Secretary. 
Another form of sjonbols has been adopted by 
the Boston Society of Architects, copies of which 
may also be had on application. The latter s}Tn- 
bols are shown on Plate C. These are given for 
convenience in laying out plans, and are not 
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intended to be complete in every respect. It is 
essential to show the location of the light outlets 
in all roonos; also whether they are to be gas, 
or electric, or a combination of both. Piish- 
buttons, bells, and telephones are also indicated. 
If these locations are not shown, the contractor 
for this work will naturally place them in a posi- 



rig^. 17* OoBTeiitioDal SymbDls for Heating Appiratus. 
A— SUajn or Hot- Water Badlator; B^Hot-Atr Regiflter, 

tion requiring the least amount of pipe, wire, 
etc. Therefore show all of these fixtures, and 
there can then be no dispute as to the true intent 
of the plans and specifications. 

For the heating, about all that is necessary is 
to show the location of the registere or radiators, 
marking the niunber of square feet of radiation 
on each radiator. The usual method is shown in 
Fig. 17 (A) for steam or hot w^ater, and in Fig* 
17 (B) for hot air. The specifications should 
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rig, 18. Oo&ventlonal E^pres^ntatlon of rines for Air Supply 
and VantllaUotL 
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describe the kind of heat, and go into detail 
about pipe, fittings, etc. 

In hospitals, public buildings, and school- 
houses, where there are a niunber of occupants 
in euvh room, it will be necessary to furnish a 
fresh-air supply, also a vent flue* These are all 
figured, and should be located conveniently. 




Showing 



rnmitim. 



The method of figuring the correct location for 
such work will be considered under ** Heating 
and Ventilating," The conventional method of 
showing flues for air supply and ventilation is 
shown in Fig, 18, 

For furniture^ certain conventional forms are 
used, and showTi on all plans. The furniture of 
the bedrooms and bathrooms is usually laid out 
on the plans, since these are usually made as 
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small as practicable; therefore the furniture 
and fittings are laid out to make sure that there 
will be room to get them all in. This applies to 
the cheaper classes of houses^ for in the larger 
and more expensive residences the rooms are 
always amply large to accommodate all the fur- 
niture and fittings desirable. In Fig, 19, a bath- 
room and bedrooms are laid out, the furniture 
being indicated by numbers, (1) representing 
the lavatory or wash-bowl, (2) the closet, 
(3) the bathtub, (4) the bed, (5) the chiffonier, 
(6) the dresser, and (7) a table or writing desk. 
See also Pig. 20, 

Sometimes a client has fumitm'e he wishes 
to put into a new home. It will be found very 
convenient to get the dimensions of such furni- 
ture, and cut out pieces of cardboard the exact 
sizes of this furniture according to the scale of 
the plan. Then lay them on the plan as drawn, 
and see how they will fit wall spaces, nooks, etc. 
By this method, pieces can be arranged, and it 
will very soon be shown whether or not the 
rooms will accommodate the furniture^ Tliis 
will be found very convenient in all classes of 
work (see Fig, 20). 

Below are given the dimensions of some of 
the common pieces of fmTiiture. These sizes 
will vary somewhat, but in general they will 
be accurate enough in lajdng out work. 

Dining Tablea — 3 ft, 6 m. to 4 ft, wide, and to extend 
to 10 ft to 12 ft. by extra leaves, and 2 ft. 5 in. high. 
Writing Tables— 2 ft 6 in. high. 
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Pig. 20. Plan Showing Method of Laying Out Paxnitnxo and 

Bngs. 

Carving Tables— 3 ft. high. 

Ordinary Tables— 2 ft. 6 in. high. 

Beds, Single — 3 ft. 6 in. wide ; 

Beds, Three-quarter — 4 ft. to 4 ft. 6 in. wide ; 

Beds, Double — 4 ft. 6 in. to 5 ft. wide. 

All beds should be 6 ft. 8 in. long inside. 

Dressers— 1 ft. 6 in. to 2 ft. by 3 ft. 5 in. 

Couches— 2 ft. 6 in. by 6 ft. 8 in. 
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Chiffoniers— 2 ft. by 3 ft., and 4 ft. 6 in. high. 

Sideboards vary according to design, 4 ft. to 6 ft* long, 
and from 2 ft. to 2 ft. 2 in, deep. 

Pianosj Upright, vary, being usually 3 ft. 3 in. by 6 ft. 
6 in. long, and 4 ft. to 4 ft* 9 in. high. 

Bookcases — 10 in. to 16 in, deep, any length and height. 

Chairs and Seats — Usually 17 in. high at front, 16 in, at 
backj and the seat ia usually 17 in. high by 16 in. inside ; the 
back, from 1 ft, 6 in. to 1 ft. 8 in. high, slightly inclined 
at the top. 

For plumbing fixtures, consult any plumbing cata- 
logue. The washstand varies, 18 in* deep by 2 ft long 
being about the minimum. The bathtub varies from 3 ft, 
6 in. to 4 ft. 6 in. long, about 1 ft. 11 in. high above the 
floor, and 2 ft. wide across the rim. Closets are about 
1 ft. 4 in. wide, and about 2 ft. from the wall. 

Ranges— 26 in. to 30 in. by 36 in. by 42 in. 

Ranges, Gas — 26 in. by 34 in. 

Luneh Counters — Height, 3 ft. 3 in. 
Stool, 2 ft. 2 in. 
Counter projects 9 in. and is 2 ft. 

2 in* wide. 
Foot-rest, 7 in. high and 9 in. from 
counter. 

Urinals — 26 in. to 30 in., center to center. 

Rugs^ ft. 6 in. by 7 ft. 6 in. up to 11 ft. 3 in. by 15 ft. 

The aboTe dimensions are only general, but 
win be of assistance in laying out the furniture 
of a house* 

MATIEIALS OF CONSTEUCTION 

There will be found a great variety of materi- 
als for the construction of buildings, nowadaySp 
In some localities, one material will be used 
more than others; for instance, in the vicinity 
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Fig. 21. Elevation of a Porch. 
See also Figs. 22 and 23. 
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SHADOWS CAST UPON AN OBDER OF ARCHITECTURE. 
PLATE D— ARCBlTlcTUlJiL Dfurrisoo. 
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Fig. 22. Porch of Fig. 21 DetftUed for Wood OonstinctKm. 
Detailed for Stone DonBtniction. Fig. 23. Forch of Fig. 21 
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of a stone quarry, stone will usually be cheaper 
than anything else — even in some cases cheaper 
than wood. Should your client be interested in 
a brick concern, brick would undoubtedly be 
used. In a locality where timber is cheap, that 
material would be largely employed. 

For the cheaper class of work, we find wood 
to be the cheapest material, although, within the 
past ten years or so, wood has advanced in price 
at a great rate. The kind of wood used will 
vary with each locality. In some sections — espe- 
cially the South — ^yellow pine will be used; in 
our Western States, fir and local varieties will 
be selected. An architect in a new locality, 
therefore, should become familiar with the local 
woods used, and should govern his work, such 
as spans of beams, interior finish, etc., by these 
conditions. The use of terra-cotta for the facing 
of masonry walls, for ornamental combes, cor- 
nices, and window-sills, is quite common. Since 
this is a product made of clay, properly mixed, 
moulded, and burned, it can be treated as plainly 
or as elaborately as the design of the building 
warrants. Terra-cotta, of course, is used only 
with masonry, such as brick, stone, or concrete. 

Fig. 21 shows the elevation of a porch, and 
Fig. 22 shows this porch detailed for stone con- 
struction; while Fig. 23 shows the same porch 
detailed for wood. 
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SHADES ANB SHADOWS 

Id order to prepare sketches and make them 
attractiTe, a brief treatment of Shades and 
Shadows will be taken up, the main general rules 
and principles being explained, which may be 
applied to ordinary architectural drawing. 

By the use of shades and shadows, very im- 
portant effects are produced. The general pro- 
portions of the cornice, for example, are empha- 
sized by using shadows. The relative amount 
of window ai*ea to wall area is clearly shown by 
the use of shadows. 

The light is always assumed as coining over 
the left shoulder of the person looking at the 
drawing, and at an angle as explained later. 
This assumption is always made, being merely a 
conventional or customary way of considering 





Fig. 24. Fig. 26. 

ninitr&tliig Conventional Metbod of OonElderUtg Bays of Xdglit tn 
Archltflctnfal Dnftlag. 

the light. The idea intended is to produce the 
same effect on a drawing that the sun in this 
one position would produce on the building. 
While the sun would actually produce a shadow 
on one side of the building at one time, and on 
another side at another time, in architectural 
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drawing this variation is not shown. No matter 
what elevation or side of the building is being 
considered, the light is always from the same 
direction. 

Thus we see that in Figs- 24 and 25 the sim 
really would make one side always in shadow, 
but we do not so consider it. In Fig. 24 we 
see the side A is in sunlight, and the side B is 
in shade. Looking now at Fig. 25, we see side 
B in sunlight, and C, which was the rear end, 
now in shade. This is the conventional method 
of considering the rays of light for architectural 
drawings. No matter what elevations or draw- 
ings are considered, or how many of the same 
building on the same sheet, the direction of the 
rays of light is fixed. 

Perhaps it will make the understanding of 
this subject cleai'er if we define the terms shade 
and shadow. That portion of a building or 
drawing is said to be in '* shade" which is turned 
away from the assumed rays of light ; or, it 
receives no rays of light, in contrast to the sides 
which are in light or upon which the light falls. 

If a body is placed between the light and a 
plane upon which the rays might fall, such a 
body will prevent a portion of the rays from 
striking the plane, thereby causing a shadow 
upon the plane. 

All rays of light are assiuned as parcel and 
considered as straight lines. 

The rays of light are assumed as coming over 
the left shoulder, or sloping downward and 
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backward. This is the diagonal of a cube. The 
projections of this diagonal in the vertical plane 
and in a horizontal plane are at 45 degrees, while 
the true angle of the diagonal with the plane is 
slightly less than 35 degrees 16 minutes. If we 
assume the side of the cube as 1, then the true 
length of this diagonal is nearly one and three- 
quarter. In Fig* 26, we see the cube and the 
diagonal drawn as a heavy line with an arrow- 
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Flf, 2i. Drawing ShowlDg Ab- Fig. 29* Elevation af Point 
enmed Direction of Light* and Sliadow. 







Point-^ 






Plan of Point in Spac» 
and plane. 
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27p Elevation and Plaji of 
Cube of Fig. 26. 



2m 



AECHITECTtJRAL DRAFTING 



head indicating the direction of the light. Fig- 
27 shows the elevation and plan of the same 
cube* 

The shadow of a point is where the ray of 
light surrounding the point intersects the plane 
upon which the shadow falls. In Fig. 28^ we 
see the light surrounding the point, and inter- 
secting the plane, giving the shadow of the point 
upon the plane. The shadow is located as far 
down and as far to the right of the point in 
space as the point is from the surface or plane 
upon which its shadow falls- Fig, 29 shows the 
plan of the point, its distance from the plane, 
and the plane. 
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Sliadow of a XJne FamUel to Plane of Shadow. 

The shadow of a straight line in space is the 
intersection of the light surrounding this line 
with the plane of shadow. By casting the shad- 
ows of the extremities of the line and connecting 
these points of shadows, we have the shadow of 
the line. All points of the line in space will 
cast shadows upon the plane as far down and as 
far to tiie right as the point is from the plane. 
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If the line is parallel to the plane, the shadow 
will be equal in length and parallel to the line 
itself. See Fig, 30 for an elevation, and Fig, 31 
for the plan of the line and plane. 

If the line in space is not a straight line, then 
the shadow of the line may be found by easting 
the shadows of any number of points on the 
line, and connecting these* The greater the 
number of i>oints of shadows cast, the greater 
will be the accui'acy of the work. In Fig. 32 




•:s. 



1 



^^E' 32. Pig, 33, 

Shadow of an In-egQlar Sliapo wbidi Is Parmllel to FlA&d of 

fibadow, 

we see the shadow of an angle or L-shape cast 
on the plane of projection; Fig* 33 shows the 
plan of the angle. 

The shadow of a straight line perpendicular 
to the plane upon which the shadow falls, is a 
straight line at 45 degrees, no matter what the 
outline of the surface is upon which the shadow 
falls (see Figs, 34, 35, and 36). 

The shadow of a straight line parallel to the 
plane upon which the shadow faUs, is an irregu- 
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lar line giving the true outline of the surface 
(see Fig. 37). 

The shadow of a perpendicular line on a roof 
is therefore a line which gives the true slope of 
the roof, since the line is parallel to the plane, 
and therefore casts a shadow the true shape of 
the surface upon which it falls. 
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Fig. 34. Fig. 35. 

Shadow Of a Line whldi is Perpendicular to lane of Shadow. 







Fig. 36. Showing Shadow of 

a Line Perpendicular to 

Plane of Shadow. 




Fig. 37. Showing Shadow of a 
Line Parallel to Plane of 
Shadow on a Moulded 
Surface. 



The shadow of a straight line inclined to the 
plane upon which the shadow falls, is a straight 
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line connecting the shadows of the ends of the 
line (see Fig. 38). 

As in the case of a line parallel to the plane 
upon which the shadow falls, the shadow is equal 
in length and parallel to the line, so it is with 
surfaces — ^the square, rectangle, octagon, etc. 
If parallel to the plane of shadows, the shadow 





Fig. 40. 



Shadows of a Squaxe and Oirele Perpendicular to Plane of 
Shadow. 



will be equal in size and shape to the figure (see 
Fig. 39). 

A square perpendicular to the plane of 
shadow will cast a diamond-shaped shadow, for 
two of the lines are parallel to the plane, and 
two are perpendicular to the plane (see Fig. 40). 
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Having stated a few principles of casting 
shadows, these will be applied to a few common 
exajjiples. 

Take an example of a brick projecting from 
a wall (Fig. 41). We apply the principles as 
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Fig, tl. Sbadowi of Projectioni frooi Fltme of Shadow, 
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stated, to each edge of the brick. The top, bot- 
tom, and side faces of th^ brick are perpendicu- 
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lar to the plane, therefore the shadows will be 
rectangular in shape. 

Figs, 42 and 43 show a further application 
of the foregoing principles. 



Tig, 43. ninstratlng Principles of Shadows. 

Plate D shows the shadows as cast upon an 
Order of architecture, illustrating also how 
much clearer the drawing is when it has the 
shadows worked out on it. 

The above principles will give a general 
imderstanding of the subject. 

DETAILS OF CONSTRUCTION 

It is essential to know the usual method of 
detailing different portions of the building. For 
the clear understanding of some of the impor- 
tant parts of a building, there have been pre- 
pared some typical details. The reader, having 
become familiar with the details shown, can 
adapt them to any sort of building. 

Cornice. The cornice is the projection at the 
top of the building, made more or less elaborate. 
There are several kinds of cornices — the box 
cornice, as shown in Fig. 44, and the open cor- 
nice, as shown in Fig. 45 (a and b). Referring 
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to Fig. 44, there is the crown-mould A, the fascia 
B; the planceer or soffit C; the lookout D; the 







/A\6 JOIITJ r4'-oc 






Fif« 44, Box Comlce* 

brackets E ; tlie dentil course F. Kot all cornices 
have all these parts. The plainer ones may be 
without the brackets E and the dentils F; or 
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more elaborate cornices may have more mem- 
bers. The closed cornice always has the gutter 
built into the upper members; the open cornice 




Fig. 45a. Open Oomioe. 

has a hanging gutter, as shown in Fig. 45 (a 
orb). 

The gutter, in the best work, is made of cop- 
per; in ordinary work, of galvanized iron; and 
in the cheapest class of work, tin is used. The 
durability of these materials is in the order 
named, the copper wearing usually the life of 
the building. Galvanized and tin gutters have 
to be kept well painted; but even with good 
care, the life of these two materials is limited. 

One important feature of a good gutter is 
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to have the metal run well up under the roofing 
material, and out over the crown-mould- This 
keeps any water from overflowing up under the 
roof if the gutter becomes choked with ice or 
leaves. The gutter should be well pitched or 
graded to the outlets. The gutter outlets are 
in turn connected to leaders or dovra-spouts. 
These down-spouts are made, usually, of the 
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liff* iSt, T7p« of Open Coniice Hnown as Ctose-Eftve Oonitce* 



same material as the gutter. The shape of the 
down-spouts may be either round or rectangu- 
lar j a very common form is made of corrugated 
iron, either round or rectangular. The gutter, 
especially if a hanging gutter, must be securely 
fastened to the roof at intervals of two or three 
feet, by means of some sort of hanger. The 
down-spouts must be securely fastened to the 
wall by some approved method. 

Floor Construction. The floor construction 
does not vary much (see Fig, 46). In this figure 
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we have the usual construction and method of 
support at the second or upper floor line. The 
joists must be of ample size, not only to carry 






lAil-l^'OC 



Fig. 46. Common Floor Construction at Second-Floor Line. 

the load safely, but to be stiff enough not to sag 
or vibrate imder a load, since this would crack 
the plastering or the ceiling below. On the 
joists is laid an under-floor, usually of boards 
% inch thick, laid diagonally at 45 degrees with 
the joists, and spiked with two nails on every 
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joist. The fiooriBg laid in this maimer braces 
the building, and resists any tendency to twist. 
In the best construction^ we use some sort 
of deafening material between the upper and 
under floor, to deaden sound. The upper floor 
is of maple, oak, or yellow pine of matched or 
tongued-and-grooved boards, with the boards 
parallel to one side of the room. This floor is 
blind-nailed; that is, the nails are driven in at 
the intei-section of the tongue and the vertical 
edge, as shown in Fig. 47, This keeps all nail- 




rig. 47. Bection Showing BHnd-H&Uing. 

heads hidden from view. The upper floor should 
be thoroughly kiln-dried — that is, dried arti- 
ficially to drive out the gi'eater part of the 
moisture, so that when it is finally laid^ it will 
not dry out in the building and open up ugly 
cracks. For this reason the finished floor should 
not be laid until the plastering is thoroughly 
dry. The under side of the joists is lathed and 
plastered. 

Around openings, chimneys, or stair-wells, 
the joists are supported at the ends by means 
of a header, or a joist running at right 
angles to them, to which they are securely 
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spiked; or they may rest on top of a ribbon or 
'^inch board let into the studding, the con- 
struction being similar to the support for the 
ceiling joists as shown in Fig. 44. 

At the first-floor line, we have to build a sill 
upon the basement wall; this sill forms a sup- 
port for the joist, and also gives a nailing for 
the studding. The method is clearly shown in 
Pig. 48. 

Lath and Plaster. The interior finish of 
almost aU residence work is lath and plaster. 
The walls, if of wood, and the ceiling, are lathed 
with good, soimd lath, free from blue sap or 
bark, and of white pine or spruce. They should 
be spaced at least i/4 ^^^ apart, and the plaster 
pressed firmly onto them so as to make sure 
that there will be a good key for holding the 
plaster. All lath on vertical walls should be 
put on horizontally, and there should not be a 
vertical joint of more than 18 inches between 
any series of laths. Under no consideration 
should lath be put on a vertical wall other than 
horizontally. In hot weather, it will be well 
to wet the lath before applying the plaster, as 
then they will not absorb so much water from 
the plaster. 

Plaster is usually put on in three coats for 
woodwork, and in two coats for brickwork. The 
first coat consists of slaked lime, sand, and long, 
clean cattle hair or fiber, this hair or fiber being 
used to make the plaster hold together better. 

The first or scratch coat is applied and 
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Fix. 48. Floor Coastmction At Fllit^Flodr Lint. 

pressed well into the spaces between the lath. 
It is this plaster getting in between the lath and 
faUing over onto the lath, which forms the key 
or clinch for the plaster. This coat is then 
scratched with the trowel all over, In all direc- 
tions- This scratching roughens up the surface 
and makes a better surface for the second coat 
t€ adhere to. 

The second or brown coat is a mixture of lime 



276 ABCHITECTUBAL DRAFTING 

putty, sandy and a little hair or fiber, and is 
applied after the scratch coat has partially 
dried. This brown coat is brought out to a true 
line for all walls and ceilings, and comers are 
made true and sharp. There are placed around 
all openings and back of all chair rails, base- 
boards, etc., small strips yg inch thick for three- 
coat work, and % inch thick for two-coat work, 
by 1^ inches wide. These are called grounds, 
and serve as a guide for the plaster (see Figs. 
71 and 72). The third coat, sometimes called 
the white or skim coat, is a mixture of lime putty 
and white sand, with a little plaster of Paris. 
This is a thin, white coat, put on and rubbed 
down imtil hard, giving a hard white surface. 
Sometimes marble dust is added, which makes 
it harder and gives a little more polish to the 
surface. If a sand finish is desired, instead of 
the white coat as above described, the third coat 
is mixed with lime putty and coarse sand. 

Flashing and Counter-Flashing. By flashing 
and coimter-fiashing is meant metal protection 
for the intersection of surfaces, to keep out the 
weather. Take an example of a chimney going 
through a roof. Some means must be provided 
to prevent snow and water from coming in 
through the space between the vertical side of 
the chinmey and the roof. This is accomplished 
by using sheet metal — either copper, galvanized 
^TOn, or tin — ^and fastening it under the roof 

ering, turning it up against the chimney, as 
u in Pigs. 49 and 50, the piece marked A. 
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To prevent the water ninmng down the side of 
the chimney, a cover-piece, called the counter- 
flashing, is fastened into a mortar joint of the 
brickwork, and turned down over the flashing. 
The counter-flashing should extend to within 
two inches of the bottom of the flashing. This 
same method of protection applies to joining a 
roof to a vertical waU, the protection at the 
outside of a window-frame, or any other place 
needing similar protection. 
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Fig. 49. Section SMwing FlasMag and Qonnter^Flaeliljig, 



Shrinkage. A word might be said about 
ahrinkage. All lumber, when exposed to heat> 
will shrink J omng to the moist ui'o drjdng out 
In all wooden construction, all pails should be 
carefully framed together to reduce the shrink- 
age to a minimum. One common error in 
framing is sho^m in Fig. 51. The girder rests 
upon the post below, and the post from above 
rests upon the girder. We can see at a glance 
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Fig. 50. Flaahing and Counter-Flashing around a Ohimney. 

what happens when the girder commences to 
dry out. It will shrink, causing the post above 
to settle, which will affect the part of the build- 
ing carried in this way. Fig. 52 shows a much 
better way of framing these posts. The post 
above rests directly on the post below; and the 




Fig. 51. Erroneous Method. Fig. 62. Correct Method. 
Ftaming of Posts and Girdexs to Counteract Effects of Shrintags. 



ARCHITECTURAL DRAFTING 



2n 




girder is carried by the steel plate as shown, or 
by means of a caBt-iron post-cap. By this means 
the shrinkage in the girder does not affect the 
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Fig. 63. SecttoQ of Solid Door. 

construction above. Carry out this same idea 
in all framing. When one partition comes over 
another, carry it on the cap of the partition 
below, and not on top of the floor construction. 
Doors. Doors are of two kinds — the stock 
door and the built-up door. The stock door is 
made solid, with a simple bevel called an O, G, 
(or Ogee). The stock doors are usually \y^ 
inches, 1% inches, and 1% inches thick (see Fig. 
53). The built-up door has a core of %-inch 
pieces of pine glued together; this is covered 
with thin sheets of wood % inch thick, called 




Fig. 54. Typic&l Section of a Bnllt-Up Boor. 

veneer> which is firmly glued to the core. The 
veneer is made of wood to match the interior 
finish of a residence. 

Fig. 54 shows a typical section of a built-up 
door; and Fig. 55 shows elevations of different 
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doorSf with the names of the varioiis parts of a 
door. 

All openings^ either door or window, should 
have the rough framing doubled around them. 

At the bottom of the door we have the 
threshold, which is a raised piece, usually of oak 
or some other hard wood. This gives a chance 
for the door to swing clear of the carpet or 
rugs- For different details of door trim, etc* 
see Mg, 56. 
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Tig. aSi Ty^%b of Paneled Doois, 

The door is hung in a wooden fi^ame which 
is securely fastened to the framing of the house. 
The Inside and outside casing covers the space 
between the door frame and the rough framing. 
See Fig* 56 for a section through a door. 

Porch Construction. In Fig. 57 (also Fig. 
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Fig. 60. 8«cUou of Front Door and Side UghtB. 




Tig. 67. Part VlMfTMaa and Section Showing Method of Poxth 
Ckmstmction. 
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Fig, 60. A Simple, Straiglit Staix: 

elevatioiL There should be an ash-diute from 
each fireplace connected to an ash-pit in the 
basement. There should be a damper in the 
throat of the fireplace to regulate the draft. All 
fireplaces should be lined with firebrick. 

Stairs. For stair construction, see Figs. 59 
to 65 inclusive. The simplest stairway is the 
one that has no turns in it, or the one shown in 
Fig. 59. As laid out, this stair is for an 8 ft. 6 
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m< ceiling. Should the ceiUng be higher, other 
risers may be added. 

In Fig, 65 are shown the customary details. 
The riser is known as the vertical portion, and 
the tread as the horizontal portion. The main 
supports are usually 2 by 10-inch or 2 by 12-inch, 
notched to fit the treads and risers, and are 
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Typei of Stairs with One Landing, 
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rig. 62. Fig. 63. 

Oombinatioii Front and Back Stairs. 

called carriages. The balusters are the upright 
spindles or ornamental pieces supporting the 
hand-rail. 

Various heights of riser to tread have been 
triedj but the one found most satisfactory is to 
make the riser from 7 inches to 71/2 inches. The 
usual rule for figuring the treads and risers is 
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Fig. M. Elevation of Stairway, CMvlng NeceMur Uifaniutlaii. 
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to make the sum of a tread and riser equal to 
17 inches or 171^ inches. From this we see that 
the higher the riser, the narrower wiU be the 
tread. If we make the riser 71^ inches, then the 
tread shotild not exceed 10 inches. The width 
of tread is exclusive of the nosing, which ia 
usually iy2 inches. 




Flf. 65. B^Uom tlurough SUlrs, ShowlrLg ODStomjjy Det4ili. 

Stone stairs, or stairs without a nosing, will 
have to be wider* 

For figuring the number of risers, divide the 
height from floor line to floor line (in inches), 
by the height of one riser; the result will be the 
number of risers. 

Fig. 60 shows a stairway with a landing. 
Mg, 61 is another form of stair with a landing. 

Fig, 62 is a combination front and back 
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stairs. There are separate stairs up to the land- 
ing; then the back stair joins the main stair. 
Fig. 62 is the first-floor plan^ and Fig. 63 the 
second-floor plan, of the same staii^s* 





FI^, 66, single Light Window, Tig. 67. Two-LigHt WlMow. 

Where possible, put a coat closet under the 
stall's* This space cannot be utilized for any- 
thing but a basement stair or a closet. UsuaEy 
there is a basement stair in the rear of the house. 

Fig, 64 shows an elevation of the stairway, 
giving all necessary information. 
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rig. 68. Fig* 69. 

Typts of Window Ckmst ruction. 

Windows, There are various types of win- 
dows used in the construction of buildings. The 
plainest is the single-light window shown in Mg, 
66. This is either pivoted^ hinged, or fixed to 
elide. 
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The windows are usually designated accord- 
ing to the number of panes of glass they contain, 
Pig. 67, for examplci being a two-light window. 
Very often a lai*ge glass space is divided into 
smaller areas by means of horizontal and verti- 
cal strips called muntinSi as shown in Fig. 68, 
The lower sash slides up, while the upper one 
is usually fixed in place; this upper sash is 
called a transom. 

When windows are grouped in twos or 
threes, they are separated by means of vertical 
divisions. These divisions are called mullions. 
The weights of the sash usually travel in these 
(see Mg. 69). 

The sash is usually the movable frame that 
contains the glass, A double-hung window is 
one in which the sash are counterbalanced by 
iron weights so that the sash will slide easily 
up and down in grooves in the frame. The sash 
of a T^vindow may be hinged to open like doors, 
in which case the window is called a casement 
window. If the sash are hung on pivots, either 
vertically or hoiizontally, we speak of the win- 
dow as a pivoted window. 

Referring to Fig. 68, A is the lower rail of 
the sash, usually from 2^^ to 3 inches wide; B 
is the meeting rail, from 1 to 2 inches wide; 
C is the stile, usually 2 inches wide; D is the 
upper rail, of the same width as the stUe; £ 
indicates the muntins, which divide the sash 
into small areas; F is the transom bar, or the 
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.3lLL 

Tig* 70. Typical Detail of Flank^Ftrnmed B&sement Wiiid0ir, 

fixed bax between the transom G and the double- 
hung sash below. 

Tlie usual thicknesses of sash are l^^ inches 
for small windows, to 1%, 1%, and sometimes 
2% inches^ depending upon the size of sash. 
The larger the window, the heavier the sash 
must necessarily be. 

In Fig. 70 we have a plank-framed window. 
This is the same kind of frame reqiiired for the 
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casement window as showB in Fig. 76. Fig. 70 
is the tj^ical detail for cellar window construc- 
tion- The windows usually have a single sash 
which may be divided by muntins into smaller 
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fig, 71. Honbld-Htmg Window, Outeide of BnUding PUatered. 

lights. Notice the projection on the bottom 
rail, which serves as a drip for all water coming 
from the glass. Such windows are usually hung 
at the side or top. Fig, 70 is detailed for a 
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Fig. 72. Doublfl'Himg Window fo? a Brick WllL 
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Fig. 73. Part Section Showing Details of Bay Window Oon- 

■tructlon. 
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Tig. 74. Details for a Dormer or Boof Window. 
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brick wall, although the same detail will apply 
to a frame wall* 

In Fig- 71 we have the details and cUmen- 
sions for a double-hmig window in a frame wall, 
the exterior of the wall being plastered. In Fig. 
72 we have the details for a double-hung win- 
dow in a brick wall- Notice that there is very 
little difference in construction. The parts of 
the construction are named for the sake of 
clearness^ A being the sash, B the Inside stopi 
C the pulley stile, D the parting strip, E the 
outside casing^ F the brick mould or staff-head, 
G the back lining, H the sub jamb, J the inside 
casing, K the stool, L the apron, M the ground, 
and N the sUl. 

In Pig. 73 we have the construction for a 
bay window, showing the boxes, sash, etc. 

Fig, 74 shows the details for a dormer or 
roof window. 

Fig, 75 shows the construction for a pro- 
jecting bay window, the sash being hung to 
swing out. We have shown a half exterior 
view, a half interior view, and a section. 

Fig. 76 shows the details of a casement win- 
dow in w^hich the head^ mullion, and sill, with 
all adjotaiog construction, are shown. Notice 
the grounds or guide for the plaster work, aa 
spoken of under *'Lath and Plaster/* 

Mg, 77 shows the interior elevation of the 
door and window trim, with a large-scale draw- 
ing of the exact profiles of this trim. The trim, 
and in fact all interior woodwork, are fastened 
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Tig. TT. DeUllf of Window waA Door Tiin. 
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to the gromids, which are set to serve as guides 
for the plasterer, and which should be placed 
back of all interior finish. The base shown is 
the finish at the floor-line. The base is nailed 
to grounds ; and the quarter-round mould at the 
floor is nailed to the floor, to cover the crack at 
the Joining of the base and floor-line, 

SKETCHING 



In all architectural work, the art of sketch- 
ing is important- To be able to show one's ideas 
clearly and artistically, or to reproduce some 
foiTO or object in a pleasing manner, is indeed 
an essential qualification for the draftsman as 
well as the architect. Some have a natural 
ability to sketch, which lacks but the pencil and 
paper to give a true expression of the idea of 
the mind; while othera acquire the art of 
sketching only by diligent study and persistent 
practice. Many instances have proven the fact 
that one may have abilitj% but that it needs 
developing, just as in the case of the mathema- 
tician, who becomes an expert in the higher 
mathematics by a gradual training from the 
simpler problems on up through more complex 
ones. Because one has not ability that is appar- 
ent at the outset, is no criterion whereby we 
may judge of his ability along any particular 
line. Learn to sketch, as it is a valuable asset 
for the architect. 

Fundamental Principle, To the beginner, 
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the object usually presents itself as made up 
of small portions^ and ordinarily he will make 
an attempt to show all the small details, over- 
looking the main mass or body of the object. 
The first thing is to be able to see the object 
as it really is, as it would really appear to the 
best advantage when sketched roughly and 
quickly. Learn to look at the general grouping 
of the different portions, and theii* relation to 
one another. The beginner attempts to draw 
the object as he sees it at close range, while the 
experienced person draws it as it appears at 
a distance- The tendency of the beginner is to 
represent everything wath hard, sharp, and 
exact lines which are known from actual knowl- 
edge of the object to exist, although they do 
not really appear so. Learn to study the gen- 
eral proportions as expressed by the shadows* 
rather than by the exact outlines bounding each 
surface. Studying an object for sketching is 
really a study of the shadows. In all sketching, 
the proportion is the fundamental principle. 
Having correctly represented the proportions, 
then represent the object by means of the shad- 
ows as cast upon the object, and let the details 
be merely an after consideration. Learn to see 
the object correctly, and the representation by 
lines will come by practice. 

Pencils and Paper, The pencil is present on 
all occasions; therefore it is used a great deal 
in sketching. Pencils may be obtained in all 
degrees of hardness and softness. Drawing 
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ue xisually denoted by H, HH, etc., for 
mcils, up to 8H^ which is a very hard 
le soft pencils are denoted by B, BB, 
to 4B for very soft pencils. An inter- 
te grade known as an HB is between the 

d leads commencing with H and the soft 

ieads commencing with B. This is a very con- 

nt grade to use for all kinds of work. A 

>d di'a\sing pencil should contain no grit, 

Ab a general rule, the larger the drawing, 
the softer the pencil, since the lead in the soft 
pencils is larger than that in the hard pencils. 
Therefore, it is rather diflScult to make a small 
drawing with a really soft pencil. As stated 
above, the most satisfactory pencil for all- 
around work is the medium grade or the HB 
pencil. 

The pencil should never be sharpened to a 
point. Cut away the wood, leaving the lead its 
full size; and by a few strokes on a piece of 
scratch paper, wear off the sharp edge, until 
you have a line the full thickness of the lead. 

Hold the pencil comfortably between the 
fingers, not in a cramped position, but free and 
easy. The length of line, the position on the 
paper, and the width and intensity of the lines 
will determine just which movements of the 
fingers, wrist, or arm are the best suited to the 
work. In all work, avoid bending over the 
drawing; sit upright so that the drawing may 
be all seen at a glance. The paper should 
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always be at right angles to the line of sight, 
to iBsure the best work. 

The paper should have a somewhat rough 
texture for the best work, although some very 
pleasing sketches have been made upon smooth 
paper. Never use a glazed paper. The smooth 
paper requires greater care in its use, it being 
harder to erase anything successfully. A good 
grade of tracing paper makes a very good paper 
for sketches with a medium-soft pencil. 

Method. Begin sketching by drawing pai al- 
lei lines horizontally; then make them vertical; 
then slanting lines — endeavoring all the time 
to make them all of the same width and 
intensity. After exercises in the drawing of 
straight lines, try circles and ellipses. Then 
sketch familiar household articles. From these, 
let the student take up more difficult work, 
learning to see objects as they actually appear 
to the eye, and not as they ai*e really known to 
exist. 

Referring to Plates E and F, notice the 
method used for indicating surfaces. Instead 
of covering the side of the building with long, 
mechanical, parallel lines, the lines are made 
short, and broad, and break joint so as to give 
an uneven surface. The eaves are all repre- 
seiited by the shadow they produce, there being 
no definite line for the edge of the roof. For 
the comers of the building, there is not a hard, 
sharp line, but a broken, irregular line. The 
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doors and windows are all represented by the 
shadows they cast* 

It will be noticed that the shadow is the 
thing to reproduce. If the shadows arc shown 
in their true relative proportions, in intensity 
and si^e, we are reasonably sure of a satisfac- 
tory sketch. Por such work, the object is 




rig. 7S. A Qnickl^>Made Pcellmimary Sketch. 

usually outlined with a light hne, to get the 
proper lines and proportions; in other words, 
just enough lines are given to show the proper 
relation of dimensions. 

Having outlined the object, then commence 
with the soft, broad pencil, and indicate the 
texture and shadows by varying intensities of 
lines. 
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Practice will give you the best training for 
developing the art of sketching. It is not 
enough to study work already done, analyzing 
lines and surfaces- Actual work and practice 
in di'awing and sketching will do more for you 
than any mere study of sketches* 

Learn to make preliminary sketches quickly, 
and yet indicate general proportions and out- 
lines (see Fig. 78). This sketch was made in 
about five minutes' time, while the architect 
was talking to his client. Some of the finer 
points of the original pencU sketch are neces- 
sarily lost in the pen-and-ink reproduction from 
which the eut was eugraved* The figure repre- 
sents a possible treatment for a boiler house. 
This is a good example of a preliminary sketch, 
there being no particular time spent in the 
drawing and very few straight lines used^ yet, 
when the sketch is studied, we can see the gen- 
eral effect that such a building would produce 
in sunlight* 

Make your sketches have some '*snap" to 
them. Let each line be firm, starting and stop- 
ping in a w^ay that shows it to be there for a 
definite purpose* Use plenty of free and easy 
lines, and also black lines. Do away with sharp 
Unes, and never use hard pencils for this work. 

For the purpose of laying out drawing, either 
for pencil, pen and ink, or pen-and-ink render- 
ing, a sketch will be shown to illustrate clearly 
the quickest and most satisfactory method- 
See Fig. 79, where the sketches are all rather 




Pig. 79. Sheet of Drawings Laid Ont with a Senee of PxoportioiL 
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rough or uneveii, but the general drawing shows 
the effect of proportions. The lines, instead of 
being long and continuous, are made up of 
short lines almost joining* 

PEN- AND INK RENDERINO 



Finished drawings may be colored or ren- 
dered in a number of ways. The method of 
pen-and-ink rendering is very often used. It 
is indeed an accomplishment to be able to render 
in pen and ink successfully. This usually comes 
only from long and patient work in practicing. 
A drawing may also be rendered in pencil, or 
colored by means of water- colors. 

For pen-aud-ink rendering, any black ink 
will do. A good grade of India ink is very 
satisfactory and convenient. There was a time 
when all drawing inks were made by grinding 
a stick of India ink in water on a stone bed; 
but now prepared inks are used almost entirely. 
The pens should be fairly large, and have a 
medium point; the tendency of beginners is to 
use too fine a point. Any good-quality tracing 
paper may be used. 

The outline of the work may be made upon 
scratch paper; and, by placing the tracing 
paper over it, the ink rendering can be made 
directly over the outline. Papers with soft sur- 
faces should be avoided, since the ink will have 
a tendency to spread, the points of the pen will 
often catch and spatter ink, and erasing is 
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almost impossible. Good bristol board makes 
a satisfactory surface to work upon. 

All lines should be firm and unifoimj and 
series of parallel lines should give an even 
texture or appearance to a sin-face. Avoid the 
stifif, hair lines, which arc too fine to give any 
character to the work. In making ink lines, 
while the general direction of the line may be 
straight, yet a line slightly wavy, or a line such 
as would be made by the trembling of the hand, 
is not objectionable. 

Use care in di-awing lines to make them as 
uniform as possible, and exercise care in the 
starting and stoi>ping of lines. Lines should 
naturally be a little hea\ier at the ending than 
at the beginning, 

BefeiTing to Fig. 80, w^e see in this draw- 
ig, the general method of rendering a building 

pen and ink. The window-panes, instead 
of being hard, sharp lines, are made by a series 
of parallel lines representing the shadow. 
Notice the treatment of the roof, the shadow 
of the cornice, and the general lines of the 
building. 

Fig. 81 shows the use of parallel lines en- 
tirely for the textm-e of the wall, and also for 
the shadows. 

Fig, 82 shows a very attractive drawing. 
Study the foliage around the house; see how 
it has been represented by Unes, sometimes 
straight and sometimes curved. The distance 
to the background is obtained by the quality 
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of the line; the further away the background, 
the lighter the line* Study the lines represent* 
ing the wall and roof sui'faces. Notice that 
the lines in general are not straight, but are 
more or less irregular. The shadows in Figs. 
81 and 82 are composed of entirely different 
kinds of lines. Probably the best and easiest 
method is by the use of vertical lines. Notice^ 
generally speaking, that there are no long lines. 
If it is necessary to make such a line^ let it 
be represented by a series of short lines, with 
their ends almost touching. The tendency of 
the beginner is to make the rendering all too 
light. Put in some black, somewhere, as it 
makes the drawing more in contrast, and 
emphasises other portions of the work, 

Plate G is a good example of a sketch ren- 
dered in pen and ink. 

WASH DEAWINGS 



Water-colors or India ink for coloring draw- 
ings, are used for the best work, almost entirely* 
By means of color or by the use of India ink 
for a monotone, the shades and shadow^s can 
be emphasized and the drawing made much 
more attractive. The usual method of proce- 
dure is to have the paper upon which the drawl- 
ing is to be made, stretched tight upon a board; 
then east the shadows, marking the outlines 
faintly with a hard pencil; then clean the 
drawing with a soft eraser; finally, have all 
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materials ready for applying the washeSj and 
then start the color work. 

Materials, The usual materials for wash 
drawings are: the colors or the India ink; a 
number of brushes (one a bristle brush g.nd the 
others soft camel-hair or Japanese brushes); 
plenty of receptacles for holding the color in its 
various shades^ also one large receptacle for 
clean water. Porcelain or china dishes made 
especially for this work may be purchased from 
any dealer in artists' materials. In addition to 
the above, a soft sponge and a number of blottei^s 
will be necessarj^ The paper should ha%^e a 
rough finish, as this takes the color or wash much 
better than paper with a smooth or glazed sur- 
face. Hot-pressed and cold-pressed papers of 
good quality are largely used for this work. The 
cold-pressed is a little rougher than the hot- 
pressed and is perhaps more frequently used, A 
good tracing paper may be used if the color is 
applied thick and in spots, or where no attempt 
at a true wash drawing is made. Care mil have 
to be exercised in the use of tracing paper^ as 
too much water \\all spoil the work. 

As mentioned above^ the paper upon which 
the drawing is made has to be stretched tight on 
the drawing board. This may be done after the 
drawing has been made, although it will be 
found much more convenient to stretch the 
paper first, and then make the drawing. To 
stretch the paper, it should be thoroughly 
wetted all over, and kept wet xmtil it is firmly 
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fastened in place ; this wetting causes the paper 
to expand. On the four edges of the paper, for 
about an inch back fi'om the edge all around, 
place glue or drawing-board paste- The paper, 
being expanded by the water, should now be 
fastened or pressed down onto the boards work- 
ing opposite edges at the same time. Do not 
attempt to stretch the paper perfectly tight. 
Be careful to see that the edges of the paper are 
in contact with the board, and rim the back edge 
of a pocket-knife all around, to insure the glue 
or paste on the edge of the paper coming into 
contact with the board- 
After the paper is thus stretched, take all sur- 
plus water off by means of a sponge, and dry the 
paper as much as possible with the sponge- 
Allow the paper to stand until thoroughly dry, 
when it will be found that the paper has 
shrunken tight and smooth, giving a good sur- 
face for the drawing, and the rendering will be 
much easier because the paper is held firmly in 
place. Be very careful to see that the paper is 
stuck to the board all along each of the four 
edges, before allowing the paper to dry. 

After the drawing has been made, the 
shadows are cast with light pencil lines. Clean 
the drawing with a soft eraser, either of 
kneaded rubber or of ** sponge '^ rubber. These 
erasers remove the general surface dirt without 
affecting the lines materially. 

The use of an India ink wash will be 
described, although the same treatment will be 
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true of colors* The drawing should, of course^ 
be iokcd very carefully before any tinting is 
started* The erasing of lines should be done 
very carefully as the surface of the paper, if 
rubbed too hai'd, will be abraded — so that when 
colors are applied they will soak in instead of 
remaining on the surface. The di'awing may be 
very carefully washed after the inking is com- 
pleted, with a soft sponge; this removes surplus 
ink and leaves the lines more subdued. 

Method of Applying Wash. Having the 
drawing ah ready to render, a few principles 
must be followed to insure the best results. 
Have yom' w^ater, color, brushes, blotters, and 
sponge, aU handy; have plenty of clean water 
convenient; for heavy or dark shades, apply sev- 
eral washes of a lighter value, instead of putting 
the heavy color on all at once. 

Having once started the wash, carry it on 
continuously, without allowing it to dry; any 
mistakes can be remedied after the wash is com- 
pleted, but the wash should never be interrupted 
to rectify mistakes- Lighten the wash by the 
gradual addition of clean w^ater; be careful to 
take the color from the top of the dish, to avoid 
getting the sediment. Always take about the 
same amount on the brush, and do not allow the 
bnish to become too dry before adding more, as 
this will dry much quicker on the paper, and the 
addition of more will cause a streaked or 
mottled effect* 

Having reached the bottom of the drawing, 
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take up any standing water or color with a 
blotter, as it will make a bad appearance if this 
is all allowed to stand and dry. The board 
should be tUted slightly, so that the wash will 
have a tendency to move downward; and it 
should be left in this position until the color is 
dry. Do not attempt to patch or add color to 
any portion of the drawmg that has commenced 
to dry. 

Having put into a saucer enough of the ink 
for the drawing, apply the brush to the surface 
of the ink, soaking up a brushful. If the draw- 
ing is of any considerable siase, a w ide, flat brush 
of camel's hair can be used to better advantage 
than a pointed brush. The pointed brushy how- 
ever, will be the one most used on ordinary-sized 
drawings. 

With the brush filled with the ink, apply to 
the upper edge of the drawing, carrying it 
across the top and gradually working it down- 
ward, adding more ink as the brush becomes 
di'ier. Since all work is darker at the top and 
gradually shades lighter, as the wash is carried 
down the sheet, add a little clean water each 
time, until, at the bottom or last application of 
the brush, it should contain almost clear water. 
This shading from darker at the top to lighter 
at the bottom is a conventional way of rendering 
plans. 

Plate H (lower figure), shows a plan 
rendered in this way, the darker effect being 
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obtained by a series of light washes and not by 
a single wash. 

The brush is held in much the same way as 
a pencils the hand being entirely free from the 
paper, or perhaps at times resting on the little 
finger. 

In ease of any blotches or other objection- 
able portions, these can be remetlied with a little 
care. Take the sponge and dip it into clear 
water. Sop the portion thoroughly, allowing 
enough time for the water to soak into the color; 
then apply a clean blotter, and soak up the 
water. Be very careful not to rub the blotter 
over the sm-face. If very carefully done, the 
trouble ean be remedied, and the drawing will 
scarcely show the spot. 

Be careful, in all work, not to allow^ dust or 
hairs from the brushes to remain on the draw- 
ing. These may be removed with a toothpick, 
by slightly moistening the end of the toothpick 
in the mouth and carefully lifting the objects off 
the drawing. For lines that have overrun after 
the wash has become dry, take the bristle brush, 
moisten it in clean water, and rub gently over 
the color outside the line. When the water has 
soaked into the color, use the blotter- The 
trouble can be remedied by one or two such 
treatments. 

The methods of procedure described above 
concern the application of flat washes. 

It will take considerable practice to render 
well The beginner is advised to make several 
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sheets of such work as described above, before 
attempting a plan or elevation. Use the washes 
on the elevations to show shadows, or the por- 
tions in shade. See Plate H (upper figure) > 
whith shows an elevation rendered in the 
conventional way. 

Water-colors are applied or *' floated on" in 
the same manner as the India ink washes. Re- 
member that in the use of colors you will have 
to be very careful to have a dish and a brush 
for each color^ as the least pai^ticle of color in the 
clear w^ater will sometimes change the color of 
some other dish if the two are used* Clean color 
boxes, brushes, and water are the first requisites 
of good rendering in color. 

Colors may be obtained either in tubes, sim- 
ilar to oil paints, or in pans, which are small 
dishes of color. These should all be kept in a 
water-color box. There are usually two palettes 
or lids to this box, on which the colors may be 
mixed. K there is to be any quantity of color 
used, these palettes will not be large enough, 
and the dishes should be used. 

In the use of either color or India ink, apply 
enough color to give the drawing some char- 
acter; make it **snap;'' do not commit the oft- 
repeated offense of having your drawing look 
** sickly'' or have a washed-out appearance. 
Attack the problem of rendering, with determi- 
nation; put on the colors as colors, and not as if 
you were afraid of spoiling something. 

Red, blue, and yellow are commonly called 
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the three primary colors, and in combination 
will give the intervening tints or colors of the 
prism. Thus blue and yellow will give green; 
red and yellow will give orange, and red and 
blue will give violet or purple, the tints varying 
according as one or the other color predominates 
in the combination. 

ORDERS OF ARCHITECTIJEE 

]ji the study of arcliitectural history, we turn 
to the Greeks and Romans for a great many 
fundamental principles of design. We see that 
they had proportions for everything. Adopting 
some unit, the building was designed and 
erected with this as a unit. They had certain 
arrangements of a cornice, a column, and a 
base which have been handed down for ages. 
AH of the parts had certain relations to one an- 
other in size. This combination we have called 
an Order, 

We have four Orders which are used in archi- 
tecture — the Tuscan, Doric, Ionic, and Cor- 
inthian- (See Figs. 83 to 86.) A fifth Ordei^ 
the so-called Composite Order — combines fea- 
tures of the others. 

It wiU be noticed that all the ornamentation 
on the mouldings has been omitted for the sake 
of clearness in revealing the important propor- 
tions. Each Order has the three main divisions 
—the entablature, colmmij and pedestal. In our 
architectural design, the base or pedestal is 




Fig. 83. The Tuscan Order. 
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usually omitted. As will be seen from the 
drawings, the entablature has three divisions — 
the cornice, frieze, and architrave; the column 
is divided into the cap, shaft, and base; the 
pedestal, into the cap, die, and base. 

The entablature varies from 1% to 2^/^ times 
the diameter of the column. The cornice pro- 
jects from the face of the colimm a distance 
equal to the height of the cornice in all cases 
except in the Doric Order, The frieze is a flat 
band or surface, sometimes ornamented, ITie 
architrave may be made of a single band, or it 
may be divided into a number of bands. 

The column has a capital or top, vai^ying 
from a plain cushion to the elaborate cap of the 
Corinthian and Composite Orders* The shaft, 
in some Orders, is perfectly plain, while tn 
others it is fluted. All columns have a taper at 
the top. The shaft is carried up straight for 
one-third the height; and from this point it 
tapers- This tapering is called entasis. The 
shaft rests on a base which consists of a torus 
and a plinth, or a series of toruses called an 
Attic base. 

The diameter of the column at the straight 
portion is used as the unit of measurement for 
all other parts. 

Pig, 83 shows the Tuscan Order, with the 
principal proportions. This is the simplest 
Order, being perfectly plain. It is used a great 
deal for porches, or for lower stories where there 
are a series of Orders above. 




Fig. 84. The Doric Order. 
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Fig- 84 shows the Doric Order. This haa 
a great deal of omament, both on the so£&t of 
the corona (the projecting^ crowning member of 
the cornice)^ and on the mouldings. In most 
modem designs, we see this Order modified 
more or less* 

There are two types of eomices used with 
the Doric Order — one with the mutules (project- 
ing flat blocks ornamented on the under sur- 
face) ; and the other with the dentils (a course of 
small cubes in the bed-moulding). The general 
profile of the cornice is different in the two 
tj^es. The shaft is vei^^ often fluted- 

Fig, 85 shows the Ionic Orden with the prin- 
cipal proportions. The cornice may have 
brackets called modillions, or it may have the 
dentils. The capital for the column varies, the 
left-hand half showing the cushion capital, and 
the right half shows the volute turned at 45 
degrees, thus giving all faces alike. The shaft 
is fluted, and the mouldings are usually 
ornamented. 

Fig. 86 shows the Corinthian Order. 'Kie 
main difference from the other Orders is the 
capital, which is highly ornamented by means 
of acanthus leaves. This Order is probably the 
most dignified, and is also the most expensive. 
Sometimes the shaft is fluted. The mouldings 
are all greatly ornamented* 

There is a variation of the Corinthian 
Order, called the Composite Order, already re- 
ferred to. The chief difference is in the volutes 



ARCHITECTURAL DRAFTINO 



W 





ng. 86. n» ootiBtuta obMk 




CYMA eeCTA OfHA RCvrftSA qoiRNeO CYMA 







^ 



Fig. 87. Ckmmion Fonos of OlMiie Monldiiici. 
324 



ABCHITECTURAL DRAFflNU 336 

of the capital, they being much larger and 
turned out the same way as in the true 
Corinthian, 

All of these Ordere are modified to a gi-eater 
or less degree in all applications of them^ each 
architect making changes to conform to general 
styles he is using on the building. The propor- 
tions, however^ cannot be varied much without 
spoiling the general effect of the Order- 
Fig. 87 gives some of the common forms of 
mouldings, with the corresponding names, 

ARCHITECTUEAL LETTEEING 

Good lettering is an essential requisite of a 
good set of plans. A drawing poorly executed 
but lettered attractively and well, will look a 
great deal better than one which is well drawn 
but which is poorly lettered. Therefore, at the 
start, let it be said that a draftsman needs to be 
a good letterer as well as a good draftsman. 

We find lettering used with the earliest art 
of the Egyptians, These ancient people ex- 
pressed their thoughts by means of symbols, 
more or less geometrical in outline. These in- 
scriptions we find in the oldest of our Biblical 
\?vTitings; they were w^orked in stone and written 
on their papj^nis. The forais used are called 
hieroglyphics, and students of ancient languages 
have been able to translate these strange 
charactera. 

The Greeks and Romans had charactera very 
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iimilax to ours* We have copied their foniia» 
and tise them to-day for ovr letters. Some of 
the inscriptions on the ancient Greek and 
Roman temples are splendid esamplea of letter- 
ing, as to both form and spacing. 

The first principle to remember is that good 
lettering comes from freehand work, and not a 
mechanical product. The tendency of the begin- 
ner, especially, is to make all letters by means 
of straight edges and drawing instruments. 
The difference in the two methods is evident 
when we compare work of the two kinds* Tlie 
printed letter such as is used for newspaper 
headlines, and the title as executed on a set of 
drawings, show very clearly that the former is 
too mechanical and stiff, while the latter, if well 
executed, is much the more attractive. Then 
again, freehand lettering can be adjusted to the 
general type of the drawing. 

After the graceful ease and ready adapta- 
bility of freehand work, the next requisite in 
good aehitectural lettering is simplicity. The 
simpler the letter, the easier made, and the 
better the general effect. Examples illustrating 
this can be seen in the effect of highly orna- 
mental letters in new^spaper advertising. 

Learn to make the titles the same as a free- 
hand sketch. Make plenty of strokes of the 
pencil; get the general shape of the letters, and 
the spacing. Do not attempt to make each letter 
with one stroke of the pencil. 

After having made the title with several out- 
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lineBt then go over this, and the final lettering 
can be done from this sketch of the letters* Get 
the general proportiona and shapes fii*st, to- 
gether with the spacing^ before trying to get a 
finished title. Develop the title as a whole, and 
let the small details of each letter be the last 
thing attempted. 

The effect of the spacing of letters upon the 
general appearance of the title, will be seen 
from the accompanying illustrations of ex- 
amples. Study the available space for the title; 
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and make the size, style, and spacing of the 
letters to suit the conditions. The guide lines, 
with perhaps a few lines limiting the edges of 
the lettei^, are the only mechanical lines that 
should be used. 

It will be w^ell to consider some of the letter 
forms, in order to understand just how they are 
made to look the best. See Fig. 88- ITie A is 
made wide enough at the bottom to give the 
appearance of stability. The cross-line should 
always be below the center, for, if exactly on 
the center, the upper portion appears too small 
for the base. The B should have the upper half 
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smaller than the lower, both as to the width and 
the ci'oss-line. It appears over-balaneed if the 
upper half is made exactly like the lower half. 
The C should have the upper projection of the 
cui've a little less than the lower. E should be 
smaller above the center line than below. The 
cross-line of F, H, and R should be the same, 
G should be similar to C in the greater projec- 
tion of the lower part of the curve. P, because 
it has no lower portion, should be made a Uttle 
lai'ger than one-half the height. S should have 
the upper half the smaller. X and Y usually 
have their intersection on the center line. 

By keeping these facts in mind, the appear- 
ance of the letters will be much improved. 

For different styles of titles, where certain 
types of lettera are used, the above rules will 
be modified; but for general work they should 
be followed* 

Single-line letters are used almost entirely in 
lettering plans and drawings* 

Spacing of Letters* As to the spacing, there 
is no set rule for standard dimensions; but a few 
rules may be given as a guide. Letters which 
have vertical and parallel sides coming together, 
su^e spaced the greatest distance apai't. Take H 
and B, for example; these require the largest 
space. In case of a curve, as an O or a C, w^ith 
an N or an H, the spacing will be about two- 
thirds of that for the H and the N. This same 
inle will hold for the curve of a D with an N or 
M or anv letter with a vertical line. 
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If two curves eome together — as, for ex- 
ample, a C and a G, or a B and a C — thi space 
is slightly less than for N and 0- 

If A and V come together, make the lower 
pomt of the A eome directly nnder the upper 
point of the V; there should be no vertical space 
between these lettens. A or V, with or B, 
will have about the same spacing as two curves, 
such as B and C or C and O. 

While the above rules are only general, yet 
they will serve as a guide. 

When marks of pxmctuation are used, the 
spacing will have to be increased over that of 
the regular arrangement* The spacing between 
words depends upon the style of letter used and 
the available space. Increasing the spacing will 
make the words more prominent. 

In doing all letter work, it should first be 
penciled completely, before any inking is done. 
It is much easier to erase and make changes 
while the title is still in pencil than after it is 
inked* The ink will emphasize all irregularities* 

The tendency of the beginner is to use too 
fine a pen. A new pen is always hard to work 
with, since it makes a thin hair line. Sometimes 
a new pen can be made to work more easily, by 
heating the point with a match, Tliis will 
render it more flexible, although the pen will 
not last so long. Be very careful to make the 
tame thickness of line for all parts of the letters, 
and for all letters of the title. It will require 
practice to be able tn use the pen satisfactorily. 
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The inks can be any of the ready-mixed 
India inks* These are very satisfactory, and are 
much more convement than giinding the ink 
from an India ink stick. Since the prepared 
inks evaporate and therefore thicken when ex- 
posed to the air, the cork of the bottle should 
always be at once replaced after filling the pen* 
yome grades of black writing ink may be 
used, although the India ink is much moi'e 
satisfactory. 

Almost all of the drawing papers will take 
ink. Tracing paper and tracing cloth are used 
a great deal. Bristol board is used where letter- 
ing is employed, as for an inscription, or 
where it is not a part of a drawing. 

In lettering, first rule the guide-lines in 
pencil; then pencil the letters, and then ink- 
There is no rule for holding the pen; be sm*e to 
learn to have a free and easy stroke. By 
practice, learn to have a imiform line; and have 
confidence in your ability before you start. 
Usually the beginner is a little backward when 
starting the lettering on a sheet. By practicing 
vertical lines, inclined lines, and curves, one 
gradually learns the use of the pen. It should be 
noted that the strokes are all downward; and 
a curve, as for O, is made up of a series of 
strokes. There will be difficulty in getting 
straight lines and curves of the same size. 

In penciling, always use a soft x)encil, one 
free from grit. Make the lines as light as pos* 
sible, so that they can be erased with as little 
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presitire as possible. Keep the paper as free 
from erased Hues aa possible, as the erasing 
tends to destroy the general surface of th« 
paper, and makes it much more difficult to ink 
properly upon it* Should a mistake be made^ 
after the ink has become thoroughly dry, use 
an ordinary pencil eraser, and rub gently in all 
directions. Stop at short intervals to allow the 
eraser to cool, as it will smear the ink if it 
becomes too hot from rubbing. After the eras- 
ing, take some smooth, hard surface — be sure it 
is clean— and rub gently over the erased surface 
to give a smooth finish to the paper. Some 
think that a regular ink eraser is necessary to 
remove the ink; but the pencil eraser will do the 
work better and leave the surface of the paper 
in much better condition. The work of erasing 
will be slow and tedious, but it should be care- 
fully done. 

The si26 of letter will depend upon the space, 
if the space is limited. Otherwise the letter 
should be made to correspond to the size of the 
drawing, a large, full-size drawing requiring a 
large letter, while a quarter-inch scale drawing 
will require a small letter. By a careful study of 
proportions, one can make a drawing look the 
best Poor judgment in this respect will often 
spoil a well-drawn plan. 

Titles are put on every sheet of a set of draw- 
tegs. Each drawing on the sheet must have a 
single-line title; and each sheet must have a title 
eomplete, giving the name of the work, the 
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name, the location, the scale, and some- 
le date* For the convenience of the 
t, he usually places in one corner his 
naiSe7the number of the sheet, the job number, 
the initials of the different men who made the 
drawing, and the date. This gives him his 
record for filing the set of drawings. 

Choose a style of letter that will be clear and 
simple. While the architect has more liberty in 
the choice and spacing of letters than the 
engineer, yet the fundamen al principle is clear- 
ness. Capitals are used almost entirely for 
titles, and small letters for notes of all kinds* 

The Kabfokd a ^Lh iTECTuRAu Co- 

CHICA<;ollLUM01S 

i z » * V A <yfl«i9tinDi«iiri4 

T iCHlTE:CTUl^AL Co- 

ll LLIN0I5' 

15 23 Zt tl 20 19 It 17 14 ! 

T DrOED A2!ClilTCCTURAL CO- 

o ! Illinois- 

Pig. 89. Method of Centering a Title. 

In laying out a title, there is usually a cer- 
tain space it will have to occupy; therefore the 
title must be centered about a vertical center 
line through this space. The method of center- 
ing a title is shown in Fig. 89. Decide upon the 
wording, and write out each line as it is to be 
copied. Upon a piece of scratch-paper, spell out 
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the letters in each line, numbering each letter in 
order, and also the spaces between the letters* 
The center of each line is then evident. 

Lay out the center line of the space to be 
occupied on the drawing, and, after drawing the 
guide-lines, start at the center line, and com- 
mence sketching in the letters, first to the right, 
as shown in the third line, Fig. 89. Thus the 
right half of the title is sketched fii^t. Now 
take a piece of paper, and lay off to the left the 
same distance as the right half extends to the 
right. This gives us a starting point for the 
left hall This part may be worked either from 
the left to the right, or, as shown in the fifth 
line, the letters may be placed in the order as 

- Interior Deltails- 

• AL.DANY ' -- /4cw YoeK- 
'jA^M White, 4 5cthJTe:mpix- 
- Aa^ociATiiD AiscHiTtcxa* 

Tig, dO. AfTsngmnent of & Tltlo Sbowliig STngnetiy tmt ]u>t 
Mecbanlc&l StiiHien, 

numbered. A little experience will enable one 
to lay out a title quickly and accurately in this 
manner. 

Ha\ang the general arrangement in pencil, 
go over it carefully, and make the letters, 
properly spaced and in good outline. The title 
is then ready for inking. In all titles, let the 
composition or spacing be such that while the 
title as a whole shall be synmaetrical, its general 
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outline shall not be inclosed by straight lines. 
A linet for example^ cozmecting the ends of the 
different lines of a title should not be straight, 
but irregular, as shown in Pig. 90, Try to avoid 
making the lines exactly the same length. 
Where the same general title is to be used on a 
number of drawings of a set, it is very con- 
venient to make the title in pencil on a piece of 
paper, and trace it through the traemg cloth 
for the finished drawing. This saves a great 
deal of time, and gives a uniform title for every 
sheet. 

The styles of letters mostly in use by archi- 
tects ai'e shown in Figs, 91 to 96, 

Pig, 91 presents an easy substantial title, 
quickly made, and veiy clear. This form of 
letter will be found very satisfactory for general 
drawings. 

Pig, 92 shows a type of letter largely used. 
It has a dignified appearance, is suitable espe- 
cially for inscriptions on tablets or buildings, 
and is quickly and easily made. 

Pig, 93 shows a form of double-line letter, 
very quickly made; this letter is used largely for 
general titles. 

Fig, 94 shows a good style of letter to use on 
full-ii2ed details and Iwge-scale details. It is 
made by several strokes of the pen. Long Unw 
gr« hard to make; therefore the long lines are 
made up of a series of short lines. When well 
done, it makes a very attractive form of letter 
to use. The figure is small, and the true values 
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of the broken lines do not show up as they do 
on large work. 

Fig. 95 is a sheet showing the relative sizes 
of letters to use on a drawing. The small letters 
may be made either slanting or verticaL 

It is much easier to make a slanting line than 
a vertical line. Irregularities show less in slant- 
ing letters than in vertical letters^ and for 
this reason some arehiteets use a slanting letter 
entirely. The vertical letter, however, is much 
more dignified, and, when well done, is more 
satisfactory. 

Fig- 96 is a good form of slanting letter for 
full'Size detailing and large work. 

It is as true of drafting as it is of every other 
branch of worthy hiunan endeavor. Experience 
is the one great and indispensable teacher. Just 
as we leam to sing by singing, and to build 
houses by building them, so we leam to draw 
by drawing; and it is only by persistent 
practice on the part of the draftsman that the 
highest proficiency can be acquired* 
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